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FLUORESCENT FIXTURES |! \i& 


— 


Millinery or motor cars, foods or furniture—all merchandise 
moves faster, with less sales effort, when correctly lighted. 

Because the Leader line of fluorescent fixtures for commercial 
use is complete and provides the right fixture for any 


installation, Leader fixtures are easier to sell. too. 





NHC—480 Leader “New Horizon" for Slim- * TL-240 Leader “Trofferlite.” With many 
line tubes. Creates new opportunities for © new and exclusive features, Leader's new 
modern lighting, efficiently, with low main- e  Trofferlite fixtures are ideal for remodeling 

tenance costs, versatility of surface bright- . or for new construction. For mounting as 

ness, and higher illumination values. - single units or in continuous rows. 


Beller Ligh A 


7 
. Lo -_ Mc, means 





< — 
— leader Adjustable Beller Business 

* VL-440 Leader “Officer,” “Direclite.’ May be 

* America's most beautiful mounted above a dis- 
SM-240 Leader ‘“Schoolmaster,” e fluorescent fixture. Wofer play case ina contin- 
A newly styled fluorescent fixture «thin. High gloss white enamel vous run of “Officer” 
for schoolroom use. Optional fea- . louvers assure maximum soft units...or with a 
ture is a built-in germicidal lamp. light diffusion. May be single unit... to spot- 
The Schoolmaster is also ideal * mounted singly or in con- light merchandise for 
for commercial use. tinuous rows. added sales appeal. 


Only better electrical wholesalers and contractors distribute and install Leader fixtures. 


LEADER ELECTRIC COMPANY 


3500 N. KEDZIE + CHICAGO 18, ILLINOIS A ETE? ancas 
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WEST COAST FACTORY 
2040 LIVINGSTON ST. * OAKLAND 6, CALIF. 














ELECTRICAL WHOLESALERS AND SALESMEN: Economy “DE-LAY” 
Renewable Fuses and Links “move fast’ too—publicized by ads like 
















these, monthly, addressed to men who buy and specify fuses. 






With the new Economy 

“DE-LAY” Renewable Fuse, you can 
replace the “blown” link in less time than it takes 
to tell it. 


Almost before you can say “Presto-Change-O”, you 
have made these three simple, quick, easy operations: 


1) Unscrew end cap, twirl knife-blade assembly, take 
it out of fibre cartridge case. 


ta Loosen nuts that hold “blown” renewal link, replace 
with new “DE-LAY” link and tighten nuts. 






3) Replace knife-blade assem- 
bly and screw on 







Only one way to make renewal-—the 
right way, the fast way—and the 
Economy “DE-LAY” Fuse is ready to 
place back in the circuit. 


Replace with Economy “DE-LAY” 
Renewal Links. They give maximum 
protection in the 135 to 200% load 
range where most “blows” occur. 


RENEWABLE CARTRIDGE Fi 





You are invited to write for the New Economy Catalog 


ECONOMY FUSE AND MEG. GO0., 2717 creenview ave, cicaco 14, ILLINois seressgurarives.es 
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Square D offers a Complete Line 


of LIMIT SWITCHES for INDUSTRIAL MACHINERY 


~ W OPERATORS for Square D’s 
ae ar Precision Contact Mechanism extend use 
machinery applications 






7 A eopu! 
to built-in 











Class 9007 Type AO Class 9007 Type AB Class 9007 Type AP Class 9007 Spe- 








standard contact mecha- 
nism available in several 
contact and terminal ar- 
rangements. 


roller-operated mechanism 
provides additional over- 
travel and eliminates side 
thrust on operating button. 


plunger-operated mecha- 
nism has %4” threaded fer- 
rule for panel mounting, 


and provides “%" addi- 


tional over-travel. 






cial operating 
mechanism for 
door switch use— 
typical of the many special 
mechanisms that can be 


designed for a wide variety 

of built-in applications. 
SMALL SIZE with accurate operation, high 
electrical ratings and long mechanical life — 
Square D's Class 9007 Type AW precision contact 


HEAVY DUTY for applications where space 
is not a factor and service is unusually severe — 
Square D’s Class 9007 Type M contact mechanism in 
mechanism, built into oil-tight enclosures. Available surface mounting, oil-tight enclosures. Threaded conduit 
for either surface or flush mounting, roller or plunger hub or back plate opening. Wide range of operating 
operation, and with a variety of standard and arms including standard and extra over-travel construction, 


special operating arms. as well as many types of rollers. 






Class 9007 
Type M 





_ Write for descriptive Bulletin £9007 


a 








SQUARE D COMPANY, 4041 N. Richards Street, Milwaukee 12 Wisconsin 


SQUARE D CANADA, LTD., TORONTO, ONTARIO * SQUARE D de MEXICO, S.A., MEXICO CITY, D.F. 
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CHANGE OF ADDRESS 
McGRAW-HILL PUBLISHING COMPANY, INC. 
PUBLICATION OFFICE, 520 NO. MICHIGAN AVE., CHICAGO 11, ILL. 
EDITORIAL AND EXECUTIVE OFFICES, 330 WEST 42ND ST., 

NEW YORK 18, N. Y. 

James H. McGraw, Founder and Honorary Chairman 
James H. McGraw, Jr., President; Curtis W. McGraw, Senior Vice-President 
ind Treasurer; Netson Bono, Director of Adz ertising; EuGene DuFFIELp, 


Editorial Assistant to the President; Joseru A. Gerarpi, Secretary; and J. E. 
BLACKBURN, Jr., Director of Circulation. 


Director of Circulation, Electrical Wholesaling 
330 West 42nd Street, New York 18, N. Y. 


Please change the address of my Electrical Wholesaling 
subscription. 


ELECTRICAL WHOLESALING (with Wholesaler’s Salesman), November, 1947. (Vol. 28, No 
11 Published monthly at Chicago, Illinois; price 25¢ a copy. Return postage guaranteed. 
Allow at least ten days for change of address. Subscription rates—United States and U. 8. 
possessions, $2.00 for one year; $3.00 for two years; $4.00 for three years. Canada, $3.00 
for one year; $5.00 for two years: $6.00 for three years. Pan American Countries $5.00 
for one year; $8.00 for two years; $10.00 for three years. All other foreign countries $15.00 


Name 


Old Address 


for one year, $25.00 for two years, $30.00 for three years. Please indicate position and , a 
company connection on all subscription orders. Entered as Second Class Matter March 25, New Address 
1947, at the post office at Chicago, Illinois, under the act of March 8, 1879. Cable address 


‘McGraw-Hill, New York."’ Member of A. B. P. Member of A. B. C. Copyright, 1947, by 
McGraw-Hill Publishing Co., Inc.—All Rights Reserved—330 West 42nd Street. New York 18. 
N. Y¥. BRANCH OFFICES: 520 North Michigan Ave., Chicago 11; 68 Post Street, San 
Francisco 4; Pacific Finance Bldg., 621 So. Hope St., Los Angeles 14, Calif.; Aldwych House, 
Aldwych, London W. C. 2; Washington 4; 17th & Samson Sts.. Philadelphia 8; 708-9 Oliver 
Bldg., Pittsburgh; Cleveland 15; Detroit 26; St. Louis 8; Boston 16; Atlanta 3, Ga. 


New Company Connection 


New Title or Position... 
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e Easily Installed in Any Type of Ceiling 

For Continuous Rows or Individual Mounting 

e Open Type, Glass Shielded, or Louver Shielded 

© Units are 2-40 Watt, 3-40 Watt and Instant Start 


COMPLETE FITTINGS FOR EVERY COMMERCIAL LIGHTING APPLICATION 


— with Cxcbudite Mew N\CHELL Zaekceee / 






































A NEW CONCEPT IN 
TROFFER LIGHTING 


6 MITCHELL 


a new MITCHELL Fluorescent Troffer marks 
a signal advance in attractive, economical, high- 
intensity lighting for every commercial applica- 
tion. Unsurpassed for clean-lined, simplified de- 
sign, the MITCHELL Troffer offers exclusive ad- 
vantages for flexible adaptability to any type of 
ceiling. Available in a choice of three systems: 
Open type, Glass Shielded, or Louvre Shielded. 
Designed and built to the most exacting standards 
of quality ... pledged to deliver maximum effec- 
tive illumination with a minimum of service re- 
quirements. Acclaimed by wholesalers, contrac- 
tors, utilities, architects and users as the last word 
in modern Fluorescent Troffer design! 

The new MITCHELL Troffer System features 
ingenious design of the utmost simplicity and 
flexibility. It consists of: 


1. The “Basic Unit’ — (reflector and wireway 
channel wired with ballast and starters) for 
2-40 watt lamps, for 3-40 watt lamps, and 
for INSTANT START. 

2. Hinged Glass Frame—of ribbed, prismatic 
glass to provide glass shielding. 

3. Hinged Metal Louvre Frame—for com- 
pletely louvred illumination. 


4. End Plate for ends of continuous rows, 
and Coupling Plate to connect units together 
in rows. 


For ceilings of Tee-Bar snap-in block construc- 
tion, the “Basic Unit” snaps right into place—re- 
quires no accessory fittings. For other types of 
ceilings—plaster lath, acoustical tile, etc.,—a mini- 
mum of simplified fittings are provided to assure 
easy, accurate, permanent mounting. 


WRITE FOR FULL DETAILS. Electrical Whole- 
salers, Contractors, Utilities and Architects are in- 
vited to write for the MITCHELL Troffer brochure, 
packed with detailed descriptive and technical data 
covering America’s most wanted Fluorescent 
lroffer System. 





Mitchell Manufacturing Company 
2525 CLYBOURN AVENUE, CHICAGO 14, ILLINOIS 
In Canada: Mitchell Manufacturing Company, Ltd., Toronto, Canada 
Far West: Complete Modern Plant and Sales Office at Los Angeles 
Serves the Entire Pacific Coast Area 
1019 NORTH MADISON AVENUE, LOS ANGELES 27, CALIFORNIA 





These Simple MITCHELL 
Components Make a Perfect 
Troffer System for Every 
Recessed Lighting Need 


Part No. 321—End Plate 
















































Part No. 325 
Flange Clip Rail 
(2 required per unit) 


BASIC TROFFER UNITS 
Model No. 3040. 2-40 watt Troffer 
Model No. 3041. 2-40 watt with 
Instant Start 
Model No. 3042. 3-40 watt Troffer 


Part No. 326 
End Trim Strip 


Part No. 323 
Hinged Frame with 
Prismatic Glass 


Part No. 322 
Coupling Plat 


Complete Fittin 
Available for Eo 
Lu ee 

Type of Ceilin 


Part No. 324 
Hinged Frame with Louver 


Exclusive MITCHELL Features 


Here are just a few of the remarkable new features that dis- 
tinguish the MITCHELL Fluorescent Troffer: 


Exclusive “Swing Hinge’ Frame. Provided on Glass Frame 
and Louvred Frame. Special Hinge Hooks permit frame to 
swing down freely—for easy relamping or cleaning. Frame 
snaps shut tightly with two spring latches. Press the latches 
and the frame swings down. 

Jack Chain Suspension. For easy wiring access. Two jack 
chains with “‘S” hooks at either end suspend reflector from 
channel. Permits wiring without necessity of holding reflec- 
tor or ballast. When wiring is completed, reflector is con- 
nected to channel by simply tightening nuts provided. 
Truly a time-saving one-man installation feature. 


End Plate and Coupling Plate Feature. End plates for use at 
ends of a continuous row of units, and coupling plates for 
connecting two units together, have “threaded bushing” 
holes. A screw pushed in from the inside of the reflector 
engages the bushing and is tightened. No nut is required. 





miller lighting systems 
Simplify installation 
and modernize interiors 
Ceilings unlimited 


Stores, offices, schools, factories, and public buildings, can now get good 
easy-seeing light, plus modern interiors . . . unlimited patterns of light 

. with MILLER FLUORESCENT TROFFER LIGHTING SYSTEMS. The 
Miller Furring Hanger (patented) makes this possible. Permits ceilings to 
be suspended from the lighting system, and the arranging of Troffers in 
blocks, strips, or geometric patterns, to form any ceiling pattern desired 
. « « CEILINGS UNLIMITED. 


Installation is simplified. Needed supports from structural ceiling reduced 
50 to 75%. Reduction in wiring costs up to 50%. 


MILLER Lighting Service is all-inclusive. 


MILLER 50 and 100 FOOT CANDLERS (Continuous Wireway Fluorescent 
Lighting Systems) have been established as standard for general factory 
lighting. And MILLER Incandescent and Mercury Vapor reflector equip- 
ment has broad factory and commercial application. 


MILLER field engineers and distributors, conveniently located, are at your call. 


THE MIII@F COMPANY « ILLUMINATING DIVISION : MERIDEN » CONNECTICUT 


ILLUMINATING DIVISION: Fluorescent, Incandescent, Mercury Lighting Equipment 
HEATING PRODUCTS DIVISION: Domestic Oil Burners and Liquid Fuel Devices 
ROLLING MILL DIVISION: Phosphor Bronze and Brass in Sheets, Strips and Rolls 
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TO HELP YOU PLAN AND SPECIFY 


The Rome Cable Manual of Technical Information 





| Cable has long recognized the need for 


technical service to the electrical construction 
field. 


As a further service to those who plan, specify 
and install electrical wire and cable, the Rome 
Cable Manual is offered as a complete and up- 
to-date compilation of technical data. To the en- 
gineer and wire man in the field it will be an in- 
valuable working tool. Published in handy 
pocket size, it consists of over 250 pages of help- 
ful, time-saving tables, data, and calculations. 
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PARTIAL LIST OF MANUAL CONTENTS 


WIRE & CABLE TECHNICAL TABLES—Current Carrying Capaci- 
ties, Voltage Ratings, Test Voltages, Shielding Practices, Insulation 
and Sheath Characteristics, Conductor Assemblies, Weatherproof 
Wire Data, Aluminum and Steel Data, Portable Power Cable Data. 


ENGINEERING CALCULATIONS — Overhead Line Calculations, 
Electrical Line Constants, Geometric Factors, Electrical Calcula- 
tions, Installation Practices, Cable Design Data, Performance 
Data, Reel Capacities. 


AUDIO AND RADIO FREQUENCY WIRE AND CABLE DATA Per- 
formance Data, Transmission Properties of Telephone and Radio 
Cables, Audio and Radio Frequency Data, Standard High Fre- 
quency Cable Characteristics, Line Constants, Design Formulae. 


NATIONAL ELECTRICAL CODE DATA~— Dimensions, Cable Types, 
Current Carrying Capacities, Conduit Fill, Voltage Drop Tables. 


PROPERTIES OF MATERIALS-—Conductor Materials, Resistance 
Metals and Alloys, Insulating Materials, Temperature Classifications. 


GENERAL TECHNICAL INFORMATION AC and DC Formulae, 
Connection Diagrams for Motors and Transformers, Motor Ratings, 
RMA Color Codes, Power Factor Correction Data, Humidity 
Tables, Frequency Spectrum, Thermocouple Data, Miscellaneous 


Technical Tables. 


CONVERSION TABLES-—Common Units of Measurement, Power 
Ratios, Decimal Equivalents, Hardness Tables, Temperature, 
Frequency, Weights and Measures. 


MATHEMATICAL TABLES—Functions of Numbers, Logarithms, 
Hyperbolic Functions, Trigonometric Functions, Integrals, 
Bessel Functions. 


Manuals are available at $2.50 per copy. Please 
send check or money order. Use coupon below. 


DEPT. WH « ROME CABLE CORP. 
ROME, NEW YORK 


| | 
| I am enclosing $ (check) or (money order) for copies of the 
Rome Cable Manual of Technical Information at $2.50 each. Ship to | 
| Name | 
| Title | 
| Firm | 
| Street & Number | 
| City State | 








# 
Bi. 


VS coxtinghoai 
AeTLeC oR: PRRIEC TOR Laaers 


Chak. PRORECT LS WPRARED Bal (ARP 


na 


“COMPLETE LINE” DISPLAY NO. 5 


35" x 45" paper poster can be used inside the 
store or as a background for your window. It’s 
big .. . it’s full color. . . it works to establish 
your store as headquarters for good lighting. 


Veostiaghowar 
WFRAREG PLAT LAMPS 


Build windows like this with the new Westinghouse lamp display material. 


a" 
(ieee 


LAMP DISPLAY KIT NO. 3 


Includes 30" x 23" full color easeled display card, designed for illumina- 
tion, plus 14" x 35" full color window streamer, light twirls, carton top- 


pers, and 20" x 6%" full color, die-cut card topper—designed to give you 
timely displays that tie-in with Westinghouse pests Soest aks 


ELECTRICAL WHOLESALING—November, 1947 








t 





m Support Like This 


November, 


A StI MASK 


TLUORESCEMT LAMPS 
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display mate- 
dow and store 
teh them build 
‘profits. Many 


EWH-11 
WESTINGHOUSE ELEcTRIC Corp. 
Lamp Division, Bloomfield, N. J. 
Please ship free display material checked below: 
_| “Complete Line” Display No. 5. 
Lamp Display Kit No. 3. 
"| “Complete Line” Display No. 4. 


NAME 


COMPANY se eeeeerees 


A ee ore ee ere ere ey ee a ee ee ye 


STATE... cccceces 






















kyam connector sizes 
needed on this job! 








plenty with this 
new XTP! 


For Tee or Parallel Taps! 


Ta 9. Z. rirtine poes THE work oF ET | 


One typical XTP connector replaces up to 32 different 
parallel or tee connectors because each XTP accommodates a 
wide range of wire sizes. All told, the XTP line of but 
25 connectors will receive over 400 wire-size combinations! 

For either tee or parallel taps, just snap special hinged 
clamp over main and tighten—the connector is permanently 
in place, positive contact assured. When you're ready to con- 
nect the tap, simply insert wire in tap end of connector. A 
wrench-turn or two and the job’s done! 


25 CONNECTOR SIZES do practically all tap jobs. 
@ Accommodate over 400 combinations of wire sizes 
@ Fit wire from #8 to 1,000,000 CM 


HINGED CONSTRUCTION for quick installation. 


SPRING STEEL LOCKWASHERS (tin plated) maintain pressure. 
@ Hold resiliency—assure permanent connection 









XTP asa “'T" tap 


PRESSURE PLATES designed for maximum contact and grip. 
@ Serrated for firm grip 
e Can not rotate during installation 4 KEP os © peratiel tap 


HIGH STRENGTH, HIGH CONDUCTIVITY. ’ ’ 
© High conductivity copper alloy for body They're 0.K. if They're 0. Z. 
@ Extra strength copper alloy for pressure plates and 
hinged parts 


@ 81 


Get these new combination fittings from your whole- ELECTRICAL 


saler now ... and put an end to bulky assortments MA NUFACTURING 


of tap connectors. 











CONDUIT FITTINGS * CABLE TERMINATORS | . COMPANY 
CAST IRON BOXES * SOLDERLESS CONNECTORS 
GROUNDING DEVICES * POWER CONNECTORS 


10 


262 BOND STREET - BROOKLYN 2,N. Y. 
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Your customer, the buyer of lighting equipment, is looking 
for a unit which will modernize his premises, provide 
smooth glareless illumination, and trouble-free opera- 
tion. The electrical trade wants a unit that is easy to sell, 
to handle and install and which will give customer satis- 
faction with repeat orders. 


Curtis is confident that the new ‘‘Anniversary’’ Lumi- 
naire will meet all these tests. 


Primarily designed for modern stores where its clean 
graceful lines and crisp appearance are sure to make 
an immediate hit. Its lighting characteristics make it suit- 
able also, for modernization of office lighting. A high 
indirect component (approximately 60%) plus adequate 
shielding of the direct component makes for ideal seeing 
conditions. 


Mechanical construction is lightweight but rugged and 
practical, while the absence of horizontal reflecting or 
diffusing surfaces which might collect dust, insures low 
maintenance costs. For 4-40 watt lamps. 


Complete data is yours for the asking. Write today. 























el 8 L772 7777 as 


6135 WEST 65TH STREET, CHICAGO 38, 
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A QUICK SALE WITH AUTOMATIC REPEAT SALES 













CONNECTOR KIT (No. 10) 


MR. WHOLESALER: Nof only an easy, quick seller, but every Hylug 
Connector Kit sold brings automatic repeat sales of Hylugs and 
Hylinks. The kit contains an assortment of 325 connectors for wire 
sizes *20 through “10, in durable plastic containers, together with an 
installation HYTOOL. To supplement this, the complete line of Burndy 
solderless, pure copper connectors is now conveniently packaged as 
refills in easy-to-stock boxes. This means big returns from all your 
customers who make small wire connections. See your Burndy man or 
write for details. ; 





NEW YORK 54, N. Y. 













Western Branch: Vernon 11, Calif.; © Foreign: Philips Export Corporation, 


New York 17, N. Y.; Canada: Canadian Line Materials, Ltd., Toronte 13 
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PWC flexible cords and cables stand up 
to punishment like no old-fashioned 
cord you've ever used, like no other cord 
you can buy. 


For PWC flexible cords — ST, SJT, 
SVT and POT —are insulated and 
sheathed with PWC plastic, the last 
word in modern insulation. Made by 
the world’s leading exclusive manufac- 
turer of plastic insulated wire and cable, 
non-aging, non-combustible PWC flex- 


PLASTIC 
WIRE & CABLE 
CORP. 


3 WELDING CABLE 
| 406 East Main St., Jewett City, Conn. yp 


Vovember. 











ible cords shrug off moisture, abrasion, 
oil, grease, acids and alkalis. They won't 
crack, fray or rot. Just try to kink them! 


Leading manufacturers of  clectrical 
tools, major and small appliances, con- 
veyors and other electrical products have 
standardized on PWC cords for original 
equipment. They are available on reels 
or as cord sets with molded-on plugs, 
receptacles or grommets, either standard 
or special. 


WELDIN 





>@ 


244 
G EQUIPMENT 





Experience shows that PWC cords and 
cord sets more than pay their way in 
freedom from maintenance costs and 
replacement over long, hard service. 


You'll get outstanding performance in 
every PWC product you buy — from 
building wire, apparatus wire, or power 
cable to special purpose wires and cables. 
Let us quote you prices and delivery 
dates today. 
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POWER CABLES 





HEAVY DUTY FLEXIBLE CORDS 





PARALLEL LAMP CORDS 
SITES SR a nee 


TELEPHONE WIRE 


EE ei 
THERMOSTAT WIRE 
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“6 This is no BULL! Oat oo, 








We're not exaggerating a bit when we say that Conduit Pipe Products are preferred 
by electrical contractors everywhere .. as well as by jobbers, countermen and truck- 
men. For comparative sales figures prove it. The reason? Conduit Pipe Products are 


properly gauged, carefully chamfered, perfectly reamed, rigidly inspected and 





labeled . they're easier to stock, easier to sell and easier to install 
aoe 
he 
LGB + acelin ; AN REPRESENTATIVES IN PRINCIPAL CITIES 
(Lege eheaea. \pipE PRODUCTS CoO.| 
/ % ~ > © 
/ COLUMBUS, OHIO 









Baar g ter 8 
Ee" 8, 


PIPE COUPLINGS (_) PIPE NIPPLES @—D ELBOWS, 90°¢-® AND 45° => 
RUNNING THREAD PIPE gD GOOSENECKS<—~)) WALLPLATES 
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SPOT OR FLOOD HI-LIGHTERS 


@ The 1050 (below) incandescent HI-LIGHTER can 
be installed in the line of fixtures or to an individual 
unit, using either a flood or spot light for high- 
j > lighting a display or given area. The layout of a 
x / : ¢ square or rectangle of units is made pos- 
Ap aunt sible by use of a 1050-A (upper left). Adjustable 
<Lumin te any direction. 



















| / It’s Smart... It’s Profitable—to tie in with 
| ’ the METALCRAFT Line 


When you sell lighting equipment it pays to METALCRAFT Units may be installed individually— 





















/ sell the “Ten Hundred” Series of METALCRAFT in groups—in continuous rows—on the ceiling— 
/ Fluorescents . . . the line that is designed for = ...5ended—in fact they permit maximum flexibility 
f minimum installation cost ... the line that is 


of layout. Steel louvres are rigid and designed for 
great efficiency with proper cutout angle—this in- 
sures ease in relamping and maintenance. Send for 
our descriptive circular which gives many more 


é composed of one of the most useful groups of 
lighting fixtures designed to date. Lighting 

} engineers are specifying the METALCRAFT Line 

j because it ties in with any decorative scheme : Pegy ee : 

j or architectural design, thereby saving time important details, and remember .. . "selling light- 

' and holding down costs. ing equipment is always timely and profitable’! 

j 

; 

’ 

} 








@ No. 1424 (shown) is a two 40-wott 
T12 Fivorescent Lamp for general all- 
purpose lighting in shops, factories, 
display rooms, etc. May be had with 
| instant start ballast. No. 1425 is o 
\ two 100-wott T-17 Lamp for greater f*: 
quentity and higher quality light- /. 
ing—wvused mainly in areas with high | 
ceilings and large floor space. Some | 
\ special time-saving maintenance fea- 
\ tures are—removoble bock with ac- We 
\ cess to ballast, wiring, and sockets— 7 
\ easy to install, reflector suspended ot 
\ two points with wing nuts—-storters 
\ con be removed or installed without 
\ disturbing lamp. Send for illustrated 
‘ folder. / 


The 1400 Series FOR 
INDUSTRIAL LIGHTING 





Office and Factory — 1009-1011 South Eighth Street 
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4ee Cream’ REEZERS 


FIRST CHOICE FOR EYE APPEAL 


TTRACTIVE styling matches the smooth, trouble-free per- 


formance of the ice cream freezers made by the 79-year-old 


J. E. Porter Corporation. . . . These qualities plus popular price 
make the Husky and the Dolly Madison... America’s first choice 


... That’s why the Porter line is called “the line of extra profits.” 


Continuing heavy demand for our products prevents us 
from assuring immediate delivery of all types of Porter 
freezers. Meanwhile, we'll be glad to send specifica- 
tions and prices on the complete line, with a promise 
to fill your orders as fast as conditions permit. 











eae 3. 5, CORPORATION 
OTTAWA, ILLINOIS 


MANUFACTURERS OF AMERICA’S FAVORITE ICE CREAM FREEZERS 


Export Sales Department + 201 North Wells Street + Chicago 6, Illinois + Cable Address: CHASIHO 
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7ée DAY-LINE 


will save you maintenance money year after year: 


@ Cleaning the porcelain enameled reflectors is as easy 
as washing windows or dishes. They can be completely 
removed and replaced without tools. Starters can be 
replaced without disturbing lamps. Heavy-duty con- 
struction will withstand years of rough handling. 


Remember, planned lighting pays! 





May we send Bulletin 30-A-1 with complete details? 









Ze DAY-LINE 


Heavy-duty industrial fluorescent fixture with 
porcelain enameled steel reflectors. Designed 
for two and three 40- or two 100-watt lamps 
— unit or continuous installations. U.S. Patent 
Nos. 2317434, D-135375 and D-133458. 


Day-Brite Lighting, Inc., 5405 Bulwer Avenue, St. Louis 7, Mo. 
Nationally distributed through leading electrical supply houses. 


In Canada: address all inquiries to Amalgamated Electric Corp., Ltd., 
Toronto 6, Ont. 


IT’S EASY TO SEE WHEN IT’S 


VAN Gi ing = 
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STATE ELECTRIC SUPPLY 


OAKLAND, CAL 


rets... How we 


CONCENTRATE 
our selling where 


it really pays off” 


Concentrating on live prospects and passing up 


mere ‘suspects’ has paid off handsomely for 
State Electric Supply of Oakland, California. 
Mr. Harry Perl,* partner, reports a sharp rise 
in sales and a gratifying drop in average cost per 
sales call as direct results of selective selling based 


on Kardex Visthle Sales Control. 


Under this system, the question of where and 
when to call to make best use of selling time is 
answered automatically. Signals on the visible 
margins of Kardex Account Record cards tell at 
a glance: 


1 Percentage of year’s quota sold to date 
2 Date of last call 


3 How often the account should be contacted 
weekly, semi-monthly, etc. 








*A magazine article by Mr. Perl, “Signposts for Sales- 
men” describes this installation in detail. Send for a 
copy of “Systems”, February 1947—it's available from 
the Remington Rand office nearest you, or Systems 


Division, 315 Fourth Avenue, Neu York 10, N. y. 
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Good sales prospects can’t be overlooked with this compact 
visible record. Signals call attention to accounts that are 


lagging in volume and accounts where calls are due. 

Another advantage, especially in the setting up of new quotas— 
is that the body of the account card provides a 10-year record 
of sales by month and sales by class and percentage of quota. 
You, too, can profit by the streamlined features of Kardex Sales 
Control, tailored to fit your exact requirements. Remington Rand 
Installation Service makes the change-over quick and easy. Ask— 


today —for complete information. 


Remiagion Road 


THE FIRST NAME IN BUSINESS SYSTEMS 
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G-E CIRCLINE BALLASTS 


Prices on General Electric’s famous Crrcline ballasts have been 
reduced as much as 20 per cent. The table below shows where 
these reductions have been made and their extent. Stepped up pro 
duction and more efficient manufacturing tools have made these 
reductions possible. 

Ballasts are available for both the 12-inch, 32-watt and the 81 4- 
inch, 22-watt Circline lamps. They are designed in uncorrected or 
high-power-factor ratings for single lamps, and for high-power- 
factor Tulamp operation. Ballasts are made in rectangular design, 
and in the disk-shape design which lends itself to mounting in 
the base of a lamp or to concealment in shallow wall or ceiling 
fixtures. Bulletin GEA-3293 gives full details, wiring diagrams 


and dimensions. Apparatus Department, General Electric Company, 


Schenectady 5, N.Y. 





= 





























New list prices on single-lamp and Tulamp ballasts for Circline lamps. 
60 cycles, 110-125 volts 
a res rey ‘ ] y ool op | uo Pace 
Diameter | Watts | Cat. No. | = ete | a Each 
+ a =! ae Sees 4 4 
12” | 32 ame | 59G440 | Single-lamp rectangular case | 50 | $2.75 | $2.50 
12" | 32 | 596420 Single-lomp circular case | 50 | 325 | 250 
So | 32 | 59G425 Single-lamp circular case 90 | 6.00 | 4.75 
112" | 32-32 | $9G442| Tulemp rectonguior cove || 95 | |  ¢.00 
12"-12" | 32-32 | 59G424 | Tulamp circular cose 95 7.50 | 6.00 
12°— 844" | 32-22 | 596443) Tulamp rectangular cose 95 | * 6.00 
12%- 8%" | 32-22 | 59G429 Tulamp circulor case 95 7.00 | 6.00 
8%” 22 59G419 | Single-lamp rectangular case 50. | 90 | -90 
\ 8 22 59G428 Single-lamp rectangular case 90 | 3.50 | 3.50 
* 


These ore new designs, not previously listed. 
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TWO NEW 
CIRCLINE BALLASTS, TOO 


General Electric announces two new 
Tulamp ballasts for Circline lamps. 
Both are of conventional design and 
will find the greatest use in ceiling 
fixtures and other general lighting ap- 
plications. Catalog No. 59G442 oper- 
12-inch, 32-watt Circline 
lamps; Catalog No. 59G443 operates 


ates two 


one 8!4-inch, 22-watt lamp and one 


12-inch, 32-watt lamp. 


GENERAL @ ELECTRIC 
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CENTRAL STATI 





REMEMBER! 


118 — NOV. 3rd to 7th 


” 


ELECTRIC PRODUCTS COMPANY 3917-25 North Kedzie Ave 


1 Fabricated A F. of L 


Copyr 
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This is one of a series of 
SPANG ads which are 
appearing regularly in: 
Electrical Construction and 
Maintenance; Electrical 
Equipment; Electrical West 
and Electrical World. 


TO FUTURE CONDUIT BUYERS 


We continue to advertise Central Rigid Steel 





in touch with you. In this way, a strong future 
market is assured for Central Conduit 
Distributors. 


Conduit during these days of short supply 
to help cultivate tomorrow’s customers. 


Month-after-month our ads appear in the But not all Spang efforts are of an advertising 


leading trade journals read by your present 
and future customers. Each one contains a 
message about the fine qualities of Central 
Conduit. All of them invite buyers to keep 


nature nor are they all directed to the future. 
Everything possible is being done to produce 
greater quantities of Central Conduit so that 
you can better serve your customers today. 








SPANG-CHALFANT 


Division of The National Supply Company 


General Sales Office: Grant Blidg., Pittsburgh 30, Pa. 
District Offices and Sales Representatives in Principal Cities 





TA Teas pata 
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You, Cate De 









1, Touch the heating ele- 
ment with a nail file. 


NO SHOCK! 





EALERS . 


heater demonstration that is amazing pur- 


Wholesalers! Here’s an electric 


chasers and ringing cash registers all over the 
country! Only Electromode has the built-in quality 
that makes such a demonstration possible. Only 
Electromode has the patented Safety-Grid that is 


making this the top-choice electric heater today 


FLECTROMODE 


(ly Cetic~ HEATERS 





ELECTROMODE CORPORATION 


45 Crouch Street - Rochester 3, N. Y. 


World's Leading Exclusive Manufacturer 
of All-Electric Heaters 


saith, ny 


BECAUSE... 


ONLY ELECTROMODE 
HAS THE SAFETY-GRID!- 


parade with Electromode ! 


2. Touch the heating element 
with handkerchief or piece 
of tissue. NO FIRE! 


3. Wrap heater tightly 
in a coat or blanket. 
NO OVERHEATING. 


4, Sit on the heater—its 
only pleasantly warm. 
NO BURN! 





If you are not already handling Electromode, 
you're missing the No. 1 profit bet of the season. 
We back you up with the biggest national advertis- 
ing program in the industry and an array of sales 
helps that can’t be beaten! Dealers, get the complete 
profit story from your supplier. Wholesalers, write 

, Department EG-117 for information. 


HERE ARE SALES AIDS GALORE! 


t. Jon oe prone 
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Calor BUILT INSIDE 
Cale LOOKING OUTSIDE 
CMe LOW COST PROTECTION 


FOR SMALL MOTORS 


THE TRUMBULL ELECTRIC MANUFACTURING COMPANY 


PLAINVILLE, CONNECTICUT 
OTHER FACTORIES AT NORWOOD, OHIO + SAN FRANCISCO + SEATTLE + NORTH HOLLYWOOD 
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ALZAK 
GLASS SURFACED 
ALUMINUM 
REFLECTORS 































7 
Hinged Doors 
* 


Frames die-cast 


Non-ferrous fronts 
ats ° 
KIRLIN No. 1218 ig it Neat, nothing hanging 
Square Model — 500 bad 
watt Mogul base 
lamp. 















Wide light spread 
a 





KIRLIN No. 1207 — 
100 W., or No. 1208 Unit packirg 
— 150 W., or No. ° 
1212 — 300 W. for 


wide distribution of i " 
light. Easily ee 





U. L. and I. B. E. W. labels 


Light properly controlled 
> 


Easily maintained 
+ 





ee 





2 
q 
K ae } , . ee 
IRLIN Ne, 434 — Put the KIRLIN line to 
rectangular box 14% . ° . 
x 3%" x 4” deep, for be | work—it will do the fin- 
40 W. tubular T8 al eee est kind of sales and 
lamp. oe _ a - profit job for you. Here 
a. is a recessed lighting 
omy sent ae a porns line that was designed 
6° Quch recommen for modern American 
mentee tineiueie No-Guard type has homes and _— business 
lis 8 cece «i inne shock-proof glass, No. buildings. It gives your 
4516. 


customers every benefit 
in lighting, in appear- 
ance, and in long-time 
economy. 


glare, improves all 
bare lamps. Shown in 
troffer. 


Your immediate good 
business move would be 
that of investigation. See 
why the KIRLIN line is 
the best buy for your 
customers—why it is the 
full and complete an- 
swer to today’s lighting 
requirements. 





KIRLIN — fluorescent 
for wide distribution 
of light. Hinged door 
type or open troffer 
type. 





Write for catalog. 
Only thru wholesalers. 


The Kirtin Coe 


3435 EAST JEFFERSON AVE. 
Detroit 7, Michigan 
KIRLIN No. 508 


100 W. Box 8%” x 
5'2" x 6” deep 






















Flexible Fixture Supports 


provide a neat and economical 
mounting for lighting 
fixtures in hazardous locations 


















They comply with the requirements of Article 500, 1947 Rag enon 
National Electrical Code, which specifies a flexible connector Nippl “a? 
gg : ples 
in fixture stems over 12 inches long. 
Oo Compact streamlined design .... just slightly 
larger than the conduit. 
els €) Permanently flexible . . . . no moving parts. 
@) Self-aligning .... fixture stem will always be 
od exactly vertical. 
+ *p ef. — . Type ECHF 
© Protection .... flexibility minimizes chance of a 
mechanical injury to the fixture. - 
aay & Insulating lining in the flexible part. 
I 
and 6) Varied nipple arrangements .... to meet 
aa every requirement. 
ms 
ned © Set screws in all female nipples . .. . lock 
can against rotation. 
1ess , 
_ €} Full range of sizes .... 4-inch to 18-inch flex- Type ECGF 
ent H One Female 
— ible length. nly mi 
° Male Nipple 
ime 
ood 
1 be 
See 
e is 
‘our 
the 
an- 
ting , 
Type ECKF 
One Female 
_ Union, One 
Crouse-Hinds Type EVF Explosion-Proof 4-Lamp Fluorescent Fixture Male Nipple 
: Suspended by ECHF Flexible Fixture Support. 
e 
ers CROUSE- HINDS COMPANY 
Syracuse 1, N.Y. 
. i Offices: Birmingham — Boston — Bulfalo ~ Chicago — Cincinnati ~ Cleveland — Dallas 
Crouse-Hinds Type EVA Denver — Detroit - Houston — Indianapolis — Kansas City—Los Angeles 
Explosion-Proof Fixture Suspended Biwaukee ~ Manscpetis ~ Now York — Philadelphia — Pittsburgh 
eM Ury conde en CUA Corer) (AA ceeds relia rere oe 
i presentatives: y- 
1 AVE. , seas — CROUSE-HINDS COMPANY OF CANADA, LTD., Main Office and Plant: TORONTO, ONT. 
yon 
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NEW BENJAMIN Se4cza 7” 


Meet Your Lighting Plan's 
Most Exacting Specifications! 





Yes, you'll find that your most exacting 
specifications for the newest developments in fluor- 
escent lighting are fully met in the new Benjamin 
“Series 40”! In this new Benjamin Fluorescent Lighting 
Line are advancements which insure better shielding 
of the lamps from the eye, improved operation and 
easier installation and maintenance. In addition, 
there is advanced styling... the eye-pleasing 
beauty of streamlined design. 


However, as is usual with all Benjamin Units, you 
get more than new features in the new “Series 40”. 
You get famous Benjamin built-like-a-battleship 


@ One-Piece Drawn Metal Housing 
@ Ample Conduit Knock-outs 


© Accessible Non-Blinking Lamp 
Starters 


© “Lok-Latch” Fasteners for Low Cost 


Installation and Maintenance Easy Servicing 


26 
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© Porcelain Enameled Shield 

© Life-Time Porcelain Enamel Finish 
@ Meet RLM Specifications 

© Heavy-Gauge Steel Reflectors 

© "Springlox" Holders for Safety and 





construction and all the many other factors which 
go to insure efficient and easily maintained illumi- 
nation of work places. 


Recommend and specify Benjamin Fluorescent Light- 
ing Units. Get the complete story—learn why you 
light right when you light with Benjamin. BENJAMIN 
ELECTRIC MFG. CO., DEPT. GG, DES PLAINES 20, ILL. 


BENJAMIN 


Cighting ECygeutpau])ent 


Distributed Exclusively Through Electrical Wholesalers 





@ Warranted High Light Output 


@ Detachable Chain Support 
Brackets 


@ Approved by Underwriters’ Lab., Inc. 
® ETL Certified Ballast 
© Modern Streamlined Styling 
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why you should specify 


WIRE AND CABLE INSULATION MADE FROM 


for manufacturing, domestic, industrial, and utilities wiring 


Bee eee eee eee ee eee eee ee ee ee ee 2 


Excellent electrical properties 


Thin coating of insulation 


More conductors in a given space 


Resistance to ozone, wear, sunlight, 


water, chemicals, and m 


normally destructive factors 


14 colors including NEMA standards 


Ease of handling 
Easy stripping 
Light weight 





ost other 


Be sure to specify wire or cable insulated with 
GEON in order to get a// these advantages. Or, 
for information regarding special applications 
please write Department K-11, B. F. Goodrich 
Chemical Company, Rose Building, Cleveland 


15, Ohio. In Canada: Kitchener, Ontario. 


> 
B. F. Goodrich Chemical C A IVSION oF 
. £. ic OMAP AMY 2 ovr 


GEON polyviny! materials «© HYCAR American rubber ¢ KRISTON thermosetting resins « GOOD-RITE chemicals 
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BIG IN PERFORMAN(C 
* BIG IN SALES APPE/ 





BIG IN VALUE 


The famous Thermador Portables can make this Your biggest 
year in heater sales! Your customers know that Thermador stands 
for quality, for longer service, for efficient operation... for the 
solution to every portable heating problem in homes or commer- 
cial buildings. You'll find that Thermador Portables mean more 


profits and new friends... write for full information ToDAyY! 


-- 


Radiant warmth for every cold corner; pro- 
vides instant electric heat, conserves space, 
is extremely light and portable. Features 
economical operation of 1320 watts at 
120 volts A.C. 


LIST PRICE 495 


(Inc. Govt. Tax) 





PEt f.F bt. be. eee ee 


A portable electric heater that provides 
forced-air warmth in winter, cooling circu- 
lation in summer. Compact, safe, beauti- 
fully designed, operates economically. 
Available in either 1320 watts or 1650 


watts. 
LIST PRICE 95 
(Inc. Govt. Tax) 14 -_ 
TR Al MfG Oo s Angeles 22 Ce 
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MARKSTONE again leads the way 
straight to the hearts of America’s 
homemakers . . . with the most sensa- 
tional development ever conceived in 
fluorescent lighting —plastic-shielded. 


| fully-enclosed home ceiling fixtures! 


Now you can give your customers the 
absolute tops in home illumination 
fluorescent light softly diffused by BEAU- 
TIFUL TRANSLUCENT Plastigho 
shields in plain or decorative patterns 
The Plastiglo shield, an exclusive 
Markstone development, fully encloses 
reflector and lamps, prevents accumula- 


ash in Now 


There's a tremendous, rapidly growing market 
waiting for fluorescent fixtures designed espe- 
cially for home use. And millions are learning 
about Markstone Fashions in Fluorescents from 
smart, attention-getting ads appearing in lead- 


SALESMEN: A few choice territories are still open. 





tion of dirt and insects, gives 85% light 
efficiency. 


And each Plastiglo-enclosed fix- 
ture provides a choice of 5 gorgeous. 
tarnish-proof, plated trim colors 
(Chrome, Jeweler’s Gold, Chinese Red, 
Blue, Rose) for perfect decorative har- 
mony, plus a wide range of styles and 
sizes FOR EVERY ROOM IN THE 
HOME! It’s the highest achievement 
in home lighting a Markstone 
achievement that means bigger SALES 
VOLUME and PROFITS for you! 


Millions Want Fluorescent Fixtures for Every Room in the Home 


ing national magazines. Here's your opportu- 
nity to reap a golden harvest by selling cus- 
tomers just what they want with Markstone 
Fashions in Fluorescents. Write today for free 
catalog pages and complete information. 


Design and mechanical 
patents pending. 
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Here’s Selling Punch and 
Customer Appeal— Plus 


@ The first fully-enclosed, plastic-shielded 
home fluorescent fixture. 

® Non-destructible, lightweight, easy- 
to-clean Plastiglo shields. 

@ Decorative or plain Plastiglo pat- 
terns optional. 

@ Ribbed Plastiglo surface provides 
multiple light radiating surfaces— 
gives 85% efficiency. 

@ Plastiglo shield fully encloses re- 
flector and lamps—prevents accumu- 
lation of dirt and insects. 

® Choice of 5 tarnish-proof, plated trim 
colors. 

® Wide range of styles and sizes. 

®@ Smart, distinctive designs. 

@ NATIONALLY ADVERTISED. 


wt ORY BifuND 
<j moet * Hd “ap 
* Guaranteed by @ 
Good Housekeeping 
~ 


a \» 
OF as ADVERTISED wie 





PLASTIC-SHIELDED, FULLY-ENCLOSED 
FLUORESCENTS...FOR EVERY ROOM 


IN THE HOME! by Wack tion 
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Toggle Bolts 
Installed First 


Then, LIGHT-IN-LINE 
base unit fixture is 
attached, toggle bolt 
head fitting through 
slotted opening. 
Gravity recess holds 
fixture securely, 
safely, allowing both 
hands to be used to 
tighten bolts. 












..~ IN EASE OF 
INSTALLATION 


LIGHT-IN-LINE fluorescent lighting fixtures are 
superbly engineered . . . rigidly constructed. 
One man can easily install these super-efh- 
cient fluorescent fixtures with time and money 
saving results. Proven the outstanding value 
in usable foot-candles by E.T.L. data sheets, 
LIGHT-IN-LINE is top choice for hundreds of 
widely-varied commercial applications. 


‘Basic Unit’’ Principle Featured 


Made by Moe-Bridges, famous name in the 
lighting field for over quarter of a century, 
LIGHT-IN-LINE fluorescent fixtures feature the 
“basic unit” principle. Result: 16 smart-ap- 
pearing combinations to meet the requirements 
of any lighting job with economy and satisfac- 
tion. Available with open, louvered or dustproof 
glass or plastic enclosed shields; single or con- 
tinuous-row; 2-light and 4-light; 40-watt or 
100-watt; with an added, exclusive feature of 
combining 40-watt and 100-watt in a single 
line for area intensification. Union-made and 
U.L.-approved. Write TODAY for complete in- 
formation and E.T.L. data sheets. Address 
Dept. 211, Moe-Bridges Corporation, Sheboy- 
gan, Wisconsin. 


MOE-BRIDGES Zcaz-w-Le 


FIT SHIELDS 
ON THIS 
BASE UNIT--- 








THESE COMPLETE 


LIGHTING FIXTURES . 


OVER 25 YEARS LEADERSHIP IN THE LIGHTING FIELD] 2 
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ELECTRIC WATER HEATERS 
— 7 ) 
QUALITIES 


@ Rex engineers backed by 40 years of water 
heater experience have developed a better, 
enlarged line of electric water heaters. 





Safety, so essential to automatic equipment 
in the modern home today, is a feature of the 
Rex unit. A Patrol temperature and pressure 
relief valve is standard equipment with each 
Rex Electric Water Heater and provides 
water relief from the tank to a drain in the 
event of an excessive temperature or pressure 
condition. 


AXIMUM 
NEFICIENCY 





The important background of scientific re- 
search, practical design, and accurate work- 
manship is reflected in its appearance and is 
your customer’s assurance of care-free, effi- 
cient hot water service for years to come. 


Write for full descriptive literature. 
tt @: 5 % 
/ 
/ 










| HOT WATE 
\ SERVICE 
a 





E- f yy 
| PROTECTOR 


A simple electro-chemical protector, for galvanized 
steel tanks, prevents rust in new tanks and effectively 
halts this destructive process where corrosion has been 
moderate. Elno eliminates the need for expensive non- 
ferrous or specially processed tanks even where water 
is so corrosive that such tanks are considered essen- 
tial. Write for details. 


—PATENTS APPLIED FOR 


THE CLEVELAND HEATER CO. 


REX ELECTRICAL DIVISION 
2304 SUPERIOR AVE. CLEVELAND 14, OHIO 
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BLNO—a new bracket on a 
nationally popu'ar STEEL box 
especially suited for  non- 
metallic sheathed cable. Speeds 
up residential jobs—nails di- 
rectly to studding. Not neces- 
sary to notch studs on rock 
lath jobs. Long nailing prongs 
gauge and hold box in correct 
position until nails are driven. 
Anockouts are “Pri - Out” 
equipped. 


A BOX FOR EVERY NEED 


SR ana hater eae eNe ~ 
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Raco products are listed by 


Underwriters Laboratories, Inc. 


Ve \ | 


ALL-STEEL 


ALL-STEEL EQUIPMENT INC, 


PRODUCTS 
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RACO Switch and Outlet Boxes 


Profit by the line of least sales resistance! It’s no secret that de- 
signers, architects and electrical contractors—the country over— 
prefer and demand the RACO line. There’s a box and cover, ac- 
curately made and machined, tailored to fit the particular needs of 
every type of installation. Sturdy RACO boxes in their smooth, 
lasting black or galvanized finish, are built to do the job right! 


* * * 


A-S-E STEEL PRODUCTS FOR MANY USES 
STEEL OFFICE FURNITURE - WARDROBE, STORAGE, AND COMBINATION 
CABINETS - CLOTHING LOCKERS + INDUSTRIAL EQUIPMENT FOR FASTER 
MATERIALS HANDLING - FROZ-N-FOOD LOCKERS - ELECTRICAL OUTLET 
AND SWITCH BOXES. 





eat 2aee! 


EQUIPMENT 














ELECTRICAL WHOLESALING 








300 Kensington Avenue, Aurora, IIl'nois 


INC. 
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An Acme Electric 


A New 
Number 





engineered 200 M.A. high pf 
Ballast for 2-51 Watt slim design lamps 


If you've been disappointed in the performance 
of the new Slim Design (hot cathode) lamps due 
to flickering and dullness of light output, you’ve 
a surprise coming. This new Acme Electric type 
LD 92-11 200 milliampere high power factor 
ballast for 2-51 watt slim design lamps provides 
a constant light output that will convince you of 
the amazing possibilities of this advanced form 


of fluorescent lighting. 


And here’s how Acme engineers did it. The elec- 
trical characteristics of the lamp were exactly 
matched by engineering the ballast output to 
the lamp specifications. The LD 92-11 provides 
a current output of 200 milliamperes and 51 


watts, secondary voltage of 750 volts minimum 


ACME ELECTRIC CORPORATION 
« Cuba, N. Y. 


67 Water Street 


Aeme<@>Flectric 


TRANSFORMERS 
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for starting lamp automatically limited to exact- 
ly 295 volts for operating lamp. With these spe- 
cifications you can expect the normal 3050 lu- 
men output which manufacturers claim for the 
96” long slim design type lamp. 















This catalog FL 167 
contains detailed in- 
formation, specifica- 
tions and dimensions 
on lamp ballasts for 
standard fluorescent 
and slim design fluor- 
escent lamps. Write 
for copy. 





Acme Electric manufactures Luminous Tube Transformers—Fluorescent 
Lamp Ballasts—Cold Cathode Lighting Transformers and Ballasts—Mer- 
cury Vapor Lighting Transformers—Radio and Television Transformers 
—Electronic Transformers—Door Bell, Chime and Signaling Transformers 
—Safety Transformers—Voltage Regulating Transformers—Step Down 
Transformers—Control Transformers—Warp-stop Transformers—Capaci- 
tor Transformers for Power Factor Correction—Air Cooled Power Trans- 
formers—Rectifiers. 


IN CANADA: ACME ELECTRIC (CANADA) LTD. 


824 Notre Dame St., West Montreal, Canada 
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The New PeS 1570 


is a 
SPECIFICATION OUTLET 























FEATURES You Want and 
GET with PeS 1570 


® Double Grip Contacts 
(hold cap blades securely) 


@ Sturdy All-bakelite Body 
(two heavy moldings — face and back) 


@ Break-Off Plaster Ears — Washer Type 


(for easy alignment with wall surface) 








® Large Binding Screws Brown 
(ample for No. 10 wire) or lvory 


®@ Deep Finding Slots 


(for easy insertion of plug caps) 


@ Uniline Border Design 


MEETS REA AND FED- 
ERAL SPECIFICATIONS 


(for attractive finished appearance) 


Send for Complete Catalog 





PASS & SEYMOUR, INC. SYRACUSE 9, N.Y. 
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INSTALLED IN 1905, this 250-volt D.C. BOLTED DEAD-ENDS on 1,590,000 ¢.m. YARD LINE installed in 1915. Bolted run 
feeder is giving good service. Conductors aluminum T.B8.W.P. cable (Bottom con- and soldered tap, aluminum T connectors 
ore 1,590,000 ¢c.m. aluminum T.B.W.P. ductors) installed in 1913 in a machine shown alongside parallel groove clamps 
cables. shop for 250-volt feeder. installed for later temporary taps. 





ciatadiin tk etimidiiien tikaaity: eats 450-VOLT 0.C. Line carrying 1390 amperes per cable in a Rotary 
ibd hate dem jer. Cigad Converter Station. Four 1,590,000 ¢.m. aluminum T.B.W.P. cable 
lumi T connectors, bolted run and connections to switchboard using soldered copper lugs. 1700 lugs 
soldered tap, installed in 1915. installed in 1916. Less than 5% of lugs have been resoldered. 








220-VOLT 3-phase A.C. Feeders in use since 
1915 in a carbon plant. Original aluminum 
T connectors from 795,000 c.m. aluminum 
T.B.W.P. cable to No. 8 copper tap. Parallel 
groove tap under tape made at later date. 





y Six good reasons why Wholesalers 
a saiaaliite can profit by stocking Aluminum! 


of joints and terminals 


Typical aluminum wire installations 
on the job for 30 years and still in service 


of conduit layouts 
of availability 


Here are six good examples why you'll profit by stoe king a well-known brand 
of aluminum wire and cable to meet your customers’ demands. Impact of 
messages in The Saturday Evening Post, in industrial, architectural and 
contracting publications, are creating that demand for you right now! 

Your customers will want insulated wire and cable made of Aleoa E. C, 
Aluminum because these messages point out that it’s lighter and less ex- 
pensive. You'll want it because it’s available now. 

Leading wire and cable manufacturers are drawing, stranding and insulat- 
ing light, dependable, conductive Alcoa E.C. Aluminum in a variety of 
types. Ask your electric wire and cable supplier about this big, new source 
of profits for established wholesalers. Or write for more information to 
ALUMINUM ComPANY oF America, 1442 Gulf Building, Pittsburgh 19, Pa. 


* E.C.: Electrical Conductor Aluminum 


ALCOA ALUPAIN Ua 





FOR ELECTRIC WIRE AND CABLE 
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Beauty and practicability, combine with a variety of engineered 
| conveniences, to make “SUPER-VISION” MOBILIERS outstand- 
ing favorites, with men who KNOW lighting! Handy surface- 





mounting brackets . . . easy adaptability to continuous-run 


mounting .. . dust-proof, light-concentrating reflector ...or... 
that easy “Flip-of-a-Finger” access to lamps . . . are just a few of 
the reasons why MOBILIERS’ Engineered Lighting ranks high- 
est with Dealers, Contractors and Architects. . . and better fill the 
needs of stores, offices, banks, institutions . . . and any place 


| where a Big lighting job .. . a Better lighting job . . . demands 
the Finest! Choose “SUPER-VISION” MOBILIERS for your next 
installation . .. and know the difference! 


MOBILITE, .. 


Manvfacturers of Fluorescent Lighting ZpHr "G where e,, ond Prevent | 
= / 
















dusy. 
ght. 






ited. 
JERSEY CITY 6, NEW JERSEY 
<o¥ \ 
Ss OV ) 
' ail 5 * aon ani ot . 
ray) x ands We" a 
; L / e . / you 000k e\ ate = gor = 
Easy to Install! Easy to Maintain! ous 8 “gu ates Biot wit 
" *) 8 +) ont yoo fot \e 
ee g 
; SP 4 . a o Se eS Mas Ee. | 
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INDUSTRY'S LARGEST USERS 
of ELECTRICAL CONDUIT 





¥ ‘On construction jobs everywhere . . . when 
oes contractors think of safe, depend- 

able, wiring protection they think of Pittsburgh 
* Standard first. 


s oe 


a 





There is a specific type of “Pittsburgh 
Standard” for every electrical conduit need. 
Each length of rigid steel conduit and EMT is 
inspected by the Underwriter’s Laboratories 
... and each carries the UL seal of approval 
e of protecti 





PITTSBURGH 
STANDARD 





61 BRIDGE STREET SBURGH 23, PA. 
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GLOBE 


21st ST. & MAIN, LOS ANGELES, CAL. 


1947 
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* NON-RAVELING 
® HIGH TENSILE STRENGTH 
© GUARANTEED TO SATISFY 


TAP 


af 0 
NPPLETON RUBE ar 


poston, WAS?” mite 
5 ot Pipe 


APPLETON RUBBER CO., INC. 


BOSTON 30, MASS. 
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To simplify planned lighting installations where specifi- 
cations call for two and four-light shielded fluorescent 
luminaires, SPERO now offers the “LVR” family—consist- 
ing of both types with matching contours. Furthermore, 
LVR-448 = the SPERO “SULV” Spot Unit has been designed for use 
; with the “LVR” family, and is available in sizes for 
use with either the LVR-448 or the LVR-248. 


SPERO “LVR-488 

The original “LVR” fixture—which’' still is tops among shielded fluor- 
escent luminaires. Correctly engineered and properly designed for 
most efficient performance and easy maintenance. Lamps or starters 
can be replaced from top on pendant units, ond by swinging down 
louvre on surface mounted units. Plastic side panels add to smart 


appearance and utility. 


SPER® “LVR-248 

LVR-248 } SS Designed exactly like the “488”, with the same features for efficiency, 
° : . smart appearance and easy maintenance. As in the “448”, louvres 

are hinged, and reflectors easily removable for cleaning. Candle- 

power distribution curves on both LVR-448 and LVR-248 are available 


on request 


TWO 40W TUBES 

PERO “SULV” SPOT UNTI 

For punching up displays in commercial interiors, the “SULV” makes 
it possible to add sharpness to the abundant illumination of the 
Spero “LVR-448” and “LVR-248” fluorescent luminaires by additional 
lumen output of Par 38 projector or spot and flood lamps. 
“SULV” follows contours of the, “LVR”—and is adjustable to 45° 


from vertical within a 360° circle. 


SPOT UNIT [eR FATA esas 


i . A variety of combinations with “LVR” ttt 
pseeeseal tll} fixtures are possible. Photograph 





rtttt shows spot unit between two “LVR- 
be ry 448” units. Sketches show: (left) at intersection of four 
oa “LVR” units, (center) at ends of “LVR” fixtures, and (right) 
between two “LVR” fixtures at 90° angle 


Spero’s latest development is a line of 


SULV-1 SPOT UNIT . : bh. - ~ a recessed trouffer fixtures available in 
BETWEEN TWO “LVR-448” FIXTURES . eS : 


— = - = for plaster or acoustical ceilings. Write 


open, glass or louvre shielded types, 


for descriptive Bulletin. 


The SPERO ELECTRIC CORP. cievetano 19, on10 


=a 4 
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Save tomorrow’s costs — today 





Meet today’s needs—and match tomorrow’s—with BullDog BUStribution Systems 


. . . BUStribution DUCT for plug-in power and Ventilated Lo-X Duct for feeder lines. 





es 


BullDog Lo-X Feeder Duct blocks two blows at plant 
efficiency—voltage drop and temperature rise. 

When voltage drop pinches your power supply, output 
of motors and lights must suffer. And when temperature 
rise reaches dangerous heights, heat takes its toll on the 
life of your distribution system. 


But BullDog Lo-X licks both of these problems. Unique 
design and arrangement of the bus bars, plus adequate 
ventilation, insures maximum conductivity and rapid dissi- 
pation of heat. 

Economy doesn’t stop there, either. Rugged construction 
cuts maintenance costs, and when major production 
changes require alterations of your feeder lines, BullDog 
Lo-X can be dismantled, moved and reinstalled with com- 
plete re-use of all materials. 


BullDog Plug-In BUStribution DUCT meets the challenge 
of change. 


A 





BULLDOG 


ELECTRIC PRODUCTS COMPANY 





Machines can be moved and be back in production with 
minimum losses in time and in effort, thanks to the high 
flexibility of this modern branch circuit system. 


Every ten-foot section of Plug-In BUStribution DUCT 
has ten convenient outlets. That means no re-wiring, no 
addition of fixed outlets. Electricians need only raise the 
plug to the nearest duct opening, snap its contact fingers 
over the bus bars and bolt the plug to the casing. The 
whole job can be done in a matter of minutes and without 
interruptions for the rest of the line. 


Like all BullDog Bus Duct systems, BUStribution DUCT 
is made in prefabricated, standardized sections for easy 
installation and for dismantling and reinstallation without 
scrapping any parts. 


Call a BullDog Field Engineer. He’ll show you installa- 
tions of these two modern systems in a plant close by. Or, 
write BullDog direct for detailed folders. 


BullDog manufactures Vacu-Break Safety 
Switches — SafToFuse Panelboards — 
Superba and Rocker Type Lighting 
Panels — Switchboards — Circuit Master 
Breakers — “‘Lo-X’’ Feeder BUStribution 
DUCT — ‘Plug-in’ Type BUStribution 
DUCT—Universal Trol-E-Duct for flexible 
lighting—Industrial Trol-E-Duct for port- 
able tools, cranes, hoists. 





Detroit 32, Mich. Field Offices In All Principal Cities. In Canada: BullDog Electric Products of Canada, Ltd., Toronto. 
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BRYANT OFFERS A WIDE 
VARIETY OF FLUSH 
PLATES FOR EVERY NEED 





The Bryant line of flush plates embraces the full range 
of designs to provide for every type of wiring device 
outlet, thereby permitting a complete installation of 
one basic design or finish. 


The range of finishes provides from the highest 
grade of metal to natural brown or ivory bakelite and 
lacquered finishes to harmonize with the device color. 


The plates are stamped or formed to give definite 
lines to their appearance so enhancing the beauty and 
harmony of the installation. Top workmanship in 
finishes and inspection add to the glory and satisfac- 


tion of the job. 


Bryant has cataloged these plates for your ready 
reference. See our catalog No. 48. 


AVANT ELECTRIC COMPANY 


wis Bes) RIOR Bridgeport 2, Connecticut 
WIRING wis Bes) New York - Chicago + Los Angeles 





Specify Bryant Devices from your Electrical Wholesaler 


iia a 
A Leitionan Be. . 


KS is. 





i tata 
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Wakefield’s GRENADIER has been an outstanding favorite for lighting 
schools, offices, drafting rooms and stores. Now it has been redesigned and 
improved to include the best features of postwar advances in lighting. 


Your customers will like GRENADIER II because: 


It is smart in appearance... “tops” in lighting. It is sturdier . .. made of heavier metal. 
It is deeper ... has better shielding ... 35° It is easy to install .. . utilizes the same type of 
normal, 25° parallel. precision fit parts and hanger design that make 


It permits control of downlighting, if desired. the STAR so easy to hang. 


Ask your Wakefield representative for full details about the Grenadier II and 
other Wakefield fixtures. Or write The F.W. Wakefield Brass Co., Vermilton, O. 





LIGHTING EQUIPMENT FOR OFFICE, SCHOOL AND DRAFTING ROOM 








and look at these EXTRA FEATURES to help you sell! 


Easy Maintenance — plastic ne ' Downlighting Control—with 
side panels can be readily slid & accessory opaque reflectors or 
out for quick, safe cleaning. slotted reflectors (as shown). 
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Here’s the best selling tool in the lighting 
business. It’s back again—bigger. better. 
and more sales-building than ever. 


Use it for bigger fixture volume. 


Cry stalabra 





tot 


- 


Show your customers better lighting and they ll buy better lighting. That's what the 
Lightolier Style Book is designed to do—to present a complete line of style-right, 
price-right, nationally-advertised lighting fixtures and lamps in beautiful settings. 
It’s your connecting link between our big advertising campaign 


and your cash register! 


we wwe we SS SF SF eS Se ee eS eee ee ee eee ee eee ee ee eee ee ee ee ee oe \"d = oe os ae ow 4 
Send me my advance copy of the Lightolier “STYLE BOOK.” 


Name I a 


City Zone tate... 


BLIGHTOLIER 


DEPT. R5S JERSEY CITY, NEW JERSEY 
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UIKHETER 


OQ a= 


Frank Adam Electric Quikheters provide that 
“Extra” which adds so much to the value, com- 
fort, convenience and enjoyment of the home. 
Quick-acting, requiring only the flip of a con- 
veniently located switch to send forth a flood of 
warm air into the room, these attractive, eco- 
nomical and long-lasting units afford substantial 
savings in fuel and add greatly to the beauty and 
utility of the home. 

Install one of these units in your home today. 
Your electrical contractor can give you complete 
details or write for Bulletin No. 77. 


rAdds to the Comfort, 


Convenience and 


Value of the Home! 





eS 


@® Quikheters can easily be installed in any room in the house. They are 
particularly ideal for bathrooms. They quickly eliminate the chill from the 
room and make shaving and the morning bath or shower a pleasant task. 








On chilly damp mornings when the regular heating system is not in operation, 
or on those blustery, winter days when the coldjust willseep in ( Quikheters 
will keep baby’s room warm and healthful. 











@B Quikheters are available in single units of 1,000 and 1,500 watts and 
twin units of 2,000 and 3,000 watts. The latter are particularly adaptable 
for installation in mantels or fireplaces. 


Frank eCdam Gleciric Co. 
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*RIGHT for Installations where recessed 
lighting is desired. Easy to install and adjust 
with the LPI Flex-a-Hanger, the LPI Troffer combines 
beauty of decor with fluorescent efficiency. 

*RIGHT for schools, the design of the Educator makes it particularly 
effective for classroom lighting—highly efficient and budget-priced 
for schools. Here is an all-metal fixture of beauty without distraction 
—a real contribution to the learning needs of young America. 


LIGHTING PRODUCTS, INC. 


*RIGHT for PLANNED LIGHTING. These two fine units are new additions to LPI's full line 
of fluorescents, new entries in the campaign to make a reality of PL/PL. For good lighting 
plans consult your nearest utility lighting engineer. And for the best light for the best plans, 
ask leading electrical wholesalers for LPI fixtures. Write today for our complete catalog. 
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new customers 


to sell 
























Jobber 


Places Tomic Connec- 


tors installed in outlet 


“ “ 
to prove the Aemnly Mon is not over 







Volume is good, but it’s a little 
harder to get. Customers who came 
in automatically must now be solic- 
ited. Order takers are becoming 
salesmen again. Jobbers are seek- 


box on counter hw ing door opener items the other 
contractor to examine ag. fellow doesn’t have. If you don't 
clerk is filling = in one . stock Tomic Cable Connectors now, 
a  ™ you're missing a good item. If you 
month. stock Tomic but don’t demonstrate, 
Contractor you're missi:i.g a good bet. Most 


States “My crew won t 
work without em. 








gratifying to see the 
e of this little device. 
acceptance 





Jobber 


Writes “Our contrac- 
tors inform vs that 
the day of the locknut 
nnector is gone. vow 
head and shou:- 
o many of the 





— Oe 
connector '5 
ders above $ 
others.” 


Nomes of above on request 











contractors who see them demon- 
strated—buy them. All contractors 
who use them once won't be with- 
out them. Write for data and sample. 


5) %s 
9 Manufacttive Prove that when you buy, demon- ~~ 
Ra Repr - strate and sell Tomic Cable Connec- 
A‘ 7> Writes “yp is certainly tors, the selling honeymoon has 


just begun! 
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TOMIC SALES « ENGINEERING CO. | 


4864 Woodward Ave. . Detroit 1, Michigan 


47 





: wort and Brown _ 


A 
oH 

| ~ 
— i; ‘ 
: é 


QUrLEX OUTLET & 











Heavy molded ~~ nsepetl 
; ste ; 

‘ded contacts; P's at 
essnto for easier wiring, 


quicker installation. 


























. 120 
aa" 15A-125V 
Available in Ivory an 
Brown Molded gone 
ippi ight ap , 
Shipping we'd 
OA ae V2 gA-125V (Shipping wes 1000) 
| » 





‘lable in Ivory and 
apg ote Plastic 


(Shipping weight appro*- 


170 \bs. per 1000) 


“ 











Ivory and Brown 


| SWITCHPLATES 






































No. 104 ‘ No. 102 
& : 
Orders 
Shipped 
Immediately 
No. 116 @ Each plate packaged in an individual envelope complete with 
metal screws. 
SWITCHPLATE PRICES: @ Prices quoted are for wholesale electrical supply houses and 
SINGLE Brown $42 per 1000 DOUBLE Brown $84 per 1000 jobbers only. 
PLATES Ivory $50 per 1000 PLATES Ivory $100 per 1000 Samples sent upon request. 
: aii Sih tie: lien ateilin Terms: Less 2%, 10 days, F.O.B. Los Angeles. 
. es x. 
ye —o oo per 1000 44 Ibs. per 1000: on doubles. PLACE YOUR ORDER TODAY! 
vory $150 per 1000 approx. 80 Ibs. per 1000) 





ALL-PLASTIC MANUFACTURING CO. 





5O1 N. Figueroa Street © Phone TRinity 0851 @ Los Angeles 12, California 109-AP 
Address all correspondence to P.O. Box 2135, Terminel Annex, Los Angeles 354, California 
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TYPE D PUSH BUTTONS for every 


HEAVY DUTY OPERATION 





TYPE D PUSH BUTTON ELEMENTS 


gre the basic units for ¢¥ll 
“3C” Heavy Duty Push 
Button Stations. 





Stations are available with from 1 to 
10 Elements, in a wide variety of en- 
closures, with mushroom heads as well 
as standard 1” buttons. 


Silver-to-silver contacts, with Button Stops 
independent of contacts, all circuits iso- 
lated; Pilot Lights and Selector Switches 
interchangeable with Push Buttons; hold 
down rings with lock clip; snaplatch for 
jogging; maintained contact element; 
—flush mounting, steel and slate panel 
mounting—there’s a “3C” Push Button for 
every actuating need. 


Clark is the Ideal Line for Distributors 


THE CLARK CONTROLLER CO. 


* Sh ea mf : 
RYTHING UNDER CONTROL ° 1146 EAST 152nd STREET, CLEVELAND 10, OHIO 


Vovember, 
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Strong Time Lag—2 to 5 times 
normal current, for handling start- 
ing overloads and operating surges. 
Link is one piece of metal, one 
thickness throughout affording un- 
excelled time-lag chara-teristics. 


Fast opening on 
short circuits. 


Expansion without 
sharp bending. 


Area to absorb heat 
of motor starting 
current and short 
heavy surges. 





Terminals are wide 
and heavy to pro- 
vide maximum con- 
tact area — reduc- 
ing heat. 








APPROVED BY UNDERWRITERS’ LABORATORIES 

















HI-LAG 


& 
FUSES 


To secure adequate protection, yet end needless delays and 
costly shutdowns, calls for WARE HI-LAG Fuses. Scientifi- 
cally designed and constructed to reduce excessive heating 
during “round the clock” schedules, heavy current loads and 
starting surges. 


The construction of WARE HI-LAG Renewable Fuse pro- 
vides every advantage for maintaining low contact resistance 
and strong time lag—up to five times normal current. 


The Links— the knife-blade assembly— the double bridge 
supports — the spring tension contacts and greater contact 
surface are exclusive features which reflect the superior qual- 
ities of this amazing cool operator. 


Try WARE HI-LAG on your toughest production line— 
you'll find what most engineers are daily proving — that 


their GUARANTEED Performance rates them the Best — 
Most Economical—and Lowest Cost Fuse to install. 


Write for Brochure giving detail of all their 
COOL FACTS, sizes and prices. 


VV JAR} E: Ey ctthens 4450 W.LAKE $T.-- CHICAGO 24 ILL. 
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DON’T JUST SAY BUILDING WIRE 





THE next time one of your customers asks 
for building wire, suggest General Electric 
thermoplastic, and see how quickly he will 
agree. He'll be pleased to have you mention 
the General Electric name, because it shows 
that you consider him a quality-minded buyer 

. one who knows long-term values in the 
products he uses. 

You'll never regret recommending General 
Electric thermoplastic. In thousands of instal- 
lations, this modern building wire has helped 
to provide easier, safer, and more durable wir- 
ing than any other type previously available. 

And don’t forget to point out to your cus- 
tomers that General Electric was first with 
thermoplastic insulation for building wire . . . 


will remain first wherever high-quality wires 





and cables are sold. 


Wires and Cables by 
GENERAL @ ELECTRIC 
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How to cash inon the BIG, 


Sturtevant offers quality 
fan line, strong promotion 


/ THE MARKET—The ventilating market is an expanding market. More and more 
plants and shops are installing fans for removal of smoke, fumes, steam, and odors. 
Similarly, stores, offices, and restaurants are buying fans for ventilation. It’s a year 


"round market—for both new and replacement sales. 


HOW TO GET YOUR SHARE — Cashing in on this is easy... with the Sturtevant 
fan line. These fans are packaged items, simple to select, easy to stock, and require 
little engineering — ideal for distributor handling and selling. There’s a complete 


range of sizes. 


EADY ACCEPTANCE —The Sturtevant name in ventilation plus the Westing- 
house name in electrical equipment mean ready customer acceptance. Buyers have 


learned that these names mean dependability. 


4 ADVERTISING PAVES THE WAY—Your customers — business owners, man- 
agers, contractors, engineers—will see more and more about Sturtevant fans in 


leading national magazines. 


5 PROMOTION HELPS, TOO — Catalogs, display material, direct mail, mats and 


cuts—everything you need in the way of promotional material to help you sell. 
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GROWING FAN MARKET 


















Built for performance +-built 
to sell... these Sturfevant 
propeller fans are available 
in sizes from 12" to 36", 
belt drive 36" to 48". With 
direct connected Westing- 
house motor—noted for re- 
liability and backed by a 
motor-service plan that as- 
sures uninterrupted per- 
formance. 





b HOW TO GET THE JUMP IN THIS MARKET— WRITE TODAY to 
Westinghouse Electric Corporation, Sturtevant Division, Hyde Park, Boston 
36, Mass., for complete information on how you can grow with this growing 


market. 





urievan 


DIVISTON 





J-80018 
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Pick Security Friction Tape 


For electrical and general purpose jobs, Security Tape 
will never let you down. Its adhesive compound is not 
just sticky, but strong and rubbery. To handle tougher 
jobs, the fabric is unusually high in tensile strength. 
Security has no pin-holes to cause leaks. It is straight- 
tearing, and will not ravel when unwound from the roll. 
Keep this versatile tape within reach when you're 
working. You'll be surprised how often it comes in 
handy, and how easier your job will become. 


Play Safe... Sete Security 


UNITED STATES RUBBER COMPANY 
1230 Avenue of the Americas 
New York City 20, N. Y. 
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TAFT-HARTLEY ACT 


Frees “Slave” Labor 


old. Its full meaning is yet to be deter- 
mined by decisions of the National Labor 
Relations Board and the courts. However, on 
its face, the Act refutes the attacks made upon 
it by union leaders as hysterical and fanciful. 


To TAFT-HARTLEY ACT is two months 


Management has had every provocation to reply 
to these attacks in kind. To the credit of the em- 
ployers of this country, they have not succumbed to 
that temptation. They have maintained a temperate 
attitude toward the new law and the problems it is 
designed to correct. This approach is right. But it is 
only an approach. 

Union leaders will want to settle for nothing short 
of repeal. Their attack on the Act has made some 
headway. It may be more effective as time goes on. 
Certainly the Taft-Hartley law will be repealed if 
management just sits tight and lets union leaders 
continue to confuse their followers. 

Management, therefore, must implement its pres- 
ent temperate attitude with a program of positive 
action. The Taft-Hartley Act must be made to work 
not because management wants it, but because it is 
fair to labor — and management can do things right 
now to see that the Act works. Management can: 


I. Utilize every means at its disposal to ac- 
quaint the rank and file of union workers 
with the truth about the Taft-Hartley Act. 


II. Suggest amendments to the Act if expe- 
rience indicates that amendments are neces- 
sary. 


III. Use the law as little as possible in settling 
labor disputes. 


IV. Stand firm in its refusal to bargain away 
the rights accorded by the Act to workers, 
management, and the public. 


An examination of those four must’s will show 
why they provide management with its best program 
of action. 


1. 


Union members do not know what the Taft- 
Hartley Act provides. 


There is abundant proof of that statement. 
While Congress was still trying to write a law that 
the President would not veto, FACTORY magazine 
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asked workers how they felt about major proposals 
in the pending House and Senate bills. Overwhelm- 
ingly they felt good. They were in favor of almost 
every individual provision that was finally incor- 
porated into the bill and passed over the President’s 
veto. 

The same story emerged from the nation~! opinion 
poll made by the Opinion Research Corporation of 
Princeton, N. J. and published by Look magazine 
after the law was enacted. It showed that union 
members uniformly favored major provisions of the 
Act, but were strongly opposed to the Act itself. 

This inconsistency is easily explained. Instead of 
telling their members what the Act does for them, 
most union leaders have been eondemning it as “a 
slave labor law” because it curtails the leaders’ power 
and recognizes the rights of the union member and 
the public. 

It is not a slave labor law. All of the basic rights 
accorded to labor by the Wagner Act of 1935 are 
preserved by the Taft-Hartley law. All of the unfair 
labor practices that were forbidden by the Wagner 
Act are still forbidden by the Taft-Hartley Act. 

Nothing in the law impairs labor’s right to bargain 
through representatives of its own choosing. 

The Wagner Act condemned as an unfair labor 
practice any effort by employers to coerce employees 
in the selection of their bargaining representatives. 
So does the new law. 

The Taft-Hartley Act merely recognizes rights of 
individual employees, of management, and of the 
public that were ignored by the Wagner Act. 

For example, while the Taft-Hartley Act continues 
the workers’ protection from coercion by employers, 
it also gives them new protection against coercion by 
unions. The individual worker is freed from the 
necessity of joining a union to get a job. He may 
still be required to join a union to keep his job, but 
not unless a majority of the workers vote for such a 
requirement in a government-supervised election. 

Some people think the Taft-Hartley Act is weak in 
protecting the rights of the individual worker. They 
think that membership in a union should never be 
made a condition for holding a job. This is true. 
However, the Act does restore to the individual 
worker some rights which were blotted out under 
the Wagner Act, just as it does to management and 
the public. 

A fair examination of the new law’s provisions 
will show that they spring from one dominating pur- 
pose: i.e., to re-establish equality before the law. 
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Indoors... Outdoors... Today and 30 Years Ago... 


ALUMINUM HAS PAID 


OFF ON MANY . 


INSULATED WIRE AND CABLE INSTALLATIONS © 


INSTALLED IN 1916 and still operating satisfactorily today. 450 Volt 
D.C. line carrying 1390 amperes per cable in a Rotary Converter 
Station. The four 1,590,000 CM aluminum cables insulated with 
varnished cambric involved 1700 connections to the apparatus. 


Hazard insulated aluminum conductors are being used to advantage 
for many building wire installations as well as underground, aerial 
and service entrance cable requirements. Cost savings up to 40% ... 
weight savings up to 60% .. . easier handling and pulling — results 
like these make it worth your while to investigate the use of aluminum 
conductors when figuring a job. 

Hazard Performite Type RH Aluminum Building Wire is carried 
in factory stock and by many wholesalers — for immediate shipment 
in sizes 6Awg to 500,000 CM. Other sizes and cable designs can be 
fabricated in as little as 4 to 6 weeks. Hazard Insulated Wire Works, 
Division of The Okonite Company, Wilkes-Barre, Pa. 


(Top) LIGHTING INSTALLATION. Performite 
double braided cable with aluminum con- 
ductors used for permanent outdoor lighting 
wiring at a new sports arena in Pennsylvania. 
(Center) POWER FEEDER CABLES with aluminum 
conductors, Performite insulation, Hazaprene 
jacket, SKV, used in a state centennial exhibi- 
tion. (Bottom) HIGH VOLTAGE POWER SUPPLY. 
15KV cables with 800,000 CM aluminum 
conductors terminated outdoors with welded 
aluminum lugs bolted to aluminum bus in 
large southern industrial plant. 


Write for Bulletin H-407-AL which contains tables, calculating data and details of simple splicing and terminating methods. 


L insul lated wires 
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For example, under the Wagner Act union leaders 
were free to say whatever they pleased about the 
employer to his employees. The employer, on the 
other hand, was denied freedom of speech in talking 
to his own employees. Now freedom of speech is 
largely restored. 

Under the Wagner Act the employer was com- 
pelled to bargain with a certified union. Now the 
union must bargain, too. 

Under the Wagner Act, unions alone had the right 
to petition for an election to determine whether the 
petitioning union represented a majority of the 
workers. Now the employer also has the right to 
secure an election. 

These are features of the new Labor law that 
management must help workers understand. They 
must understand why the Act is not the “diabolical 
monstrosity” Philip Murray tells them it is. 

Some companies have already started to explain 
these things to their workers. Techniques are well 
established, and they are techniques that any com- 
pany can use. They include labor law digests in 
language workers can understand, supervisory con- 
ferences to cover points in the Act that affects the 
supervisor’s handling of his job, distribution of re- 
printed articles that point out how employees benefit 
from the new law, editorials in plant newspapers 
and magazines, and advertisements in local news- 
papers. 


II. 


Management should take the lead whenever 
amendments to the Taft-Hartley law become 
necessary. 


For twelve years labor leaders wilfully opposed 
every attempt to correct obvious abuses in the Wag- 
ner Act. We have now proved that a labor law can 
be amended. Let us be sure that management does 
not resort to the same obstructionist tactics labor 
has always used. 

In carrying out its basic purpose to re-establish 
equality before the law, the Taft-Hartley Act makes 
it “unlawful...for any corporation whatever or any 
labor organization to make a contribution or expen- 
diture in connection with” national elections. Cor- 
porations have long been so restrained. The novelty 
is the balancing restraint upon unions, which now 
have huge financial resources amounting to very 
many millions of dollars. However, the language of 
the Act may restrain the labor press from saying 
what it thinks about candidates, thus impinging upon 
the freedom of the press. Senator Taft has recog- 
nized this possibility. 

If it should develop that the Act inadvertently 
throttles freedom of the press—-or misfires otherwise 

management should take the lead in securing suit- 
able amendments to the Act. By assuming a com- 
pletely stiff-necked attitude toward any and al! 


changes in the Wagner Act, no matter how badly 
needed, the dominant labor leaders and their political 
outriders finally brought on the sweeping revisions 
provided by the Taft-Hartley Act. Management must 
not follow that example of stupid leadership. 


Ill. 


Management will be wise if it uses the new law 
gently in settling labor disputes. 


So far employers show no disposition to use the 
law excessively. That is good. An analysis of the 
NLRB’s docket from August 22 to September 30 
shows that approximately 90 percent of the cases 
now before the Board were filed by unions and em- 
ployees — not by employers. 

We have been surveying employers, asking if they 
will have occasion to use their right to sue their 
unions. The answer so far is consistently, “no.” That 
answer frequently is accompanied by this remark, 
“We certainly hope not. We have no desire to con- 
duct our labor relations in the courthouse.” 


The desired result should be for the Act to produce 
only those law suits that are matters of vital prin- 
ciple. As many employers have remarked, the court- 
house remains the worst possible place to conduct 
labor relations. The best place is in the plant— by 
free collective bargaining between parties enjoying 
an equality before the law. The Taft-Hartley law 
will serve its most constructive role if it encourages 
this kind of collective bargaining. 


IV. 


Employers should not bargain away legal rights 
accorded te them by the Taft-Hartley Act. 


By bargaining away rights given them in that Act, 
employers serve only to upset a carefully created 
balance of equality before the law which is an essen- 
tial element of fair collective bargaining. 

Also, by bargaining away rights properly accorded 
to them, they let down those members of Congress 
who, in voting for the Act, braved continuous threats 
of political assassination by powerful union leaders. 
For their statesmanship in the complicated field 
covered by the Taft-Hartley Act these Congressmen 
deserve the support and gratitude of the whole na- 
tion—-of management, of labor, and of the public alike 

Fairly handled on all sides, the corrective force 
of the Act can be made a major bulwark of indus- 
trial freedom. 





President, McGraw-Hill Publishing Company, Inc. 
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hook up with Liberty 
asa 


SIGNAL SERVICE 
SUPPLIER... 


Nothing to sign ... nothing connect you with a bunch of 
extra to buy ... you simply put hustlers buzzing with ambition to 
the emphasison SIGNAL SERV- do extra SIGNAL SERVICE 
ICE. A card on your counter, a business. Every sale is profitable, 
display of signal devices, wiring, and a volume of small transactions 
and tools for the job... and per’ can pyramid your total! Get set 
haps a post-card mailing .. . will for SIGNAL SERVICE now. 





No. 20—Combination 
BELL AND BUZZER 











THE LITTLE WHO KEEP MAKE MONEY 
FELLOWS BUSY FOR YOU! 
; . No. 200-214” BELL 
U 4% us 
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BUZZERS, BELLS, GONGS, 
CHIMES and TRANSFORMERS 


Homes, offices, factories, schools need signal de- 
vices with “voices” suited to their job. Liberty makes 
the big gongs that can be heard above factory noise; 
the unobtrusive buzzer for announcements in offices; 
clear, bright bells for schools, and the pleasant two-tone 
chimes becoming so popular in even the most modest 
homes. To actuate all these units, Liberty builds Under- 
writers Approved transformers for long life and eco- 
nomical service. Liberty’s line is up-to-date in design, 
ruggedly constructed, profitably priced. 


Write 


Liberty Bell for listings of the 
full line of dependable electrical 
devices. 




















No. 220—TRI-VOLT 
TRANSFORMER 





No. 212B— 
OUTLET BOX 
TRANSFORMER 





No. 3E CHIME—$3.50 List 
(Without Transformer) 


Ms el) 


MANUFACTURING CO. 


MINERVA, OHIO 
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@ FLEXIBLE CONDUIT 


for fast 
construction ~~ 
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Fast construction demands conduit that’s made for speed. And, for real 
speed, you'll find General Electric flexible conduit hard to beat. It’s made 
to simplify and expedite construction work where time is a factor and 
flexibility is essential..Its time saving features make General Electric 
flexible conduit a real seller for you. 


Sel, It for Speed on: 

Temporary wiring for construction projects 

Wiring machine tools, shop equipment, signs 

Wiring for light construction, and — in certain areas — houses 
and stores 


You Can Get It Now! 
There’s plenty of General Electric flexible conduit available NOW! 


Check These Features for Speed and Ease of Installation: 
No heavy bending « No awkward equipment 


No threading « Nowaste ¢ No delays 
For flexible conduit sales, push the General Electric line. It’s good for 


repeats, because it’s right for quality. Section C62-1126, Appliance and 
Merchandise Department, General Electric Company, Bridgeport 2, Conn. 


GENERAL @ ELECTRIC 





November, 1947—ELECTRICAL WHOLESALING 








RACEWAYS ROUNDUP 


with 





Available Now — General Electric S-type 
bar hangers are available now, to help 
you end the annoyance of handling a 
large assortment. 
The S-type bar 
hanger fits stud- 





ding on centers up 


— ] 


to 24 inches. 


Nonmetallic- cable 


Connectors — Also 


ready for immedi- 
ate delivery are 
General Electric 
nonmetallic-cable 
Lock- 


ing flange slips in- 


connectors. 





to box knockout 
easily from out- 
side. Fits all common sizes of PVX and 


BraidX.* 


For Lasting Protection to Wiring, you can 
always be sure when you recommend 
the two lines of 
General Electric 
rigid conduit: 

Electric 


hot-dip 


galvanized for pro- 


General 


white, 


tection from atmos- 
pheric corrosion, and General Electric 
black, enamel-finished to fight off chemi- 


cal attack. 


When Customers Ask You about General 
Electric conduit products, remember it’s 
a complete line, ready to fill every con- 


struction need. 


lrade-mark Reg. U.S. Pat. Off. 
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Enclosed Switches 


These safety controls of the higher grades serve for 
a wide range of applications, — reliably in all. Each type 
embodies the finest materials and workmanship its price-class 
affords. Both types have quick make-and-break precision 
mechanism, unit base for each pole 60 Amps. and over. Com- 
plete range of knockouts, attractive machine-gray finish. 


Listed as standard by Underwriters’ Laboratories, Inc 


TYPE “A’”’ 


rated. Fusible or no-fuse types, with Interlocking Cover (cannot be 


Range 600 Volts and less; 30 to 1200 Amps. Horsepower 
i Pp 


opened when switch is “"“ON"’.) 


TYPE ‘*< Range 600 Volts and less; 30 to 600 Amps. Horsepower 
rated. Fusible or no- fuse types. Cover non- interlocking with snap latch; 
may be fastened by padlock. Highly serviceable switch for average re 


quirements; priced lower than TYPE A’ 





THE ARROW-HART & HEGEMAN ELECTRIC 


MM 


* 
12 


hi 


zo 





TY PES 
— and “— 


Maz this Coupon 


To Arrow - Hart & Hegeman Electric Company, Hartford 6, Conn 


10 of Enclosed Switches 
D” — and other Service Equipment 


Send us your new Catalog C- 
Types “AS”, “CC” and “ 
Name 
Company 
Address a 


City & State 


————— 


COMPANY, HARTFORD, CONN.,U.S.A. 
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\Whenever there has 
heen opportunity to do 
so, we have given our 


U. S. Treasury Facts 
On That Co-op Tax 


readers facts or figures on tax-free co-operatives, and 
for no other purpose than to arouse interest in what 
is in the final analysis a real tax-dodging activity that 
constitutes a menace to tax-paying independent busi 
ness enterprise. 

Now along comes the U. S. Treasury Department 
with a published report of a lengthy study on the 
question of taxing those “farmer” co-ops that now 
are tax exempt. Obviously with its eye on the 1948 
presidential election and all its political ramifications, 
this New Dealer-Staffed bureau allows as how it has 
considerable doubt as to whether there 1s any practical 
\nd this 


from the same source that has managed to put on the 


or desirable means for taxing those co-ops. 


ountry’s individuals and business organizations the 
Inggest tax burden in history. 

So that our readers may draw their own conclusions 
on what kind of thinking prompted the official doubt 
about there being any practical method for taxing co 
ps we quote as follows: 

“At atime when ordinary trading corporations with 
gross sales of $59,000,000,000 were paying Federal 
income taxes of nearly $2,000,000,000,” the report 
stated, “farm cooperatives with $5,000,000,000 of 
sales are estimated to have been paying no more than 
$10,000,000 to $20,000,000 of Federal income taxes. 
This sharp difference in tax liabilities, 1t has been 
charged, violates the principle that persons and firms 
in substantially similar circumstances should pay sub- 
stantially the same taxes and also gives the coopera 
tive associations an unjustifiable competitive advan 
tage over ordinary corporations.” 

It added, however, that “profits of cooperatives, 
although lightly taxed or completely exempt in the 
in the main, taxed like 
other income in the hands of 


hands of the associations, are, 
stockholders and 
patrons.” 

“The question at issue is, therefore,’ the report 
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went on, “not whether the profits Of cooperatives 
should be taxed or not taxed, but whether the in 
come earned by these organizations should be more 
heavily taxed before it is distributed to the individual 
wwners of the business.” 

Funny how they seem to forget that the income of 
any non-co-op business organisation ts “heavily taxed 
before it 1s distributed to the owners of the business,” 
and again is “taxed like other income in the hands of 
stockholders,” whether they are patrons or not. 

Those who argue in favor of tax-free co-ops argue 
in favor of pulling down our free enterprise system 
and the \Vitness the 
conditions and standards of living in European coun 


American standard of living: 


tries where co-ops have flourished. 


Records—Not Rumors Earlier this year 
there were so many rumors afloat about this or that 
type of business reaction being all ready to overtake 
us, that we revived our old-time habit of gathering 
records on various pertinent subjects, and some of 
these we published here. 

The year-end is close at hand and “forecasts” or 
“predictions” or “statements” about the outlook for 
1948 shortly will be featured in every magazine and 
newspaper. 

Not knowing what may come out in print, we 
thought that the resistance and intestinal fortitude of 
our readers would be reinforced if we presented here 
another set of records (NOT rumors) gathered here 
and there. 

BUILDING is gathering speed and after some so 
called false starts really appears to be destined to hit 
that one million-units mark in 1948. During the first 
eight months of 1947 nearly one-half million units 
were completed. 

STEEL production hit 97 percent of capacity late 
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ON INSULATED 
seas . WIRES AND CABLES 





--- AND TO KEEP THESE FACTS 
AT YOUR FINGERTIPS: 


@ Cable components and cable 


selection 
comPANY @ Current carrying capacity and 
: gn ed voltage regulation data 
ANACONDE aman \ 
en ; * }\\ @ !mportant factors in cable appli- 


cation and installation 


WRITE FOR PUBLICATION C-62 


Ansconw”A ANACONDA WIRE & CABLE COMPANY 


25 Broadway, New York 4, N.Y. 
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in October and is expected to continue at high level, 
but steel products as a whole will continue scarce for 
months to come. 

NATIONAL INCOME in July was over $18 bil- 
lion and is expected to total near $220 billion in 
1947, $55 billion or 33 percent ahead of 1946. 

INDUSTRIAL PAY cracked the $50 level in 
September, hit the record average of $50.42 per week, 
and that’s more than double the 1939 average. 

PUBLIC BUILDING. According to Major Gen- 
eral Philip B. Fleming, Federal Works Agency Ad- 
ministrator, public construction in 1948 will reach 
$3,700,000,000, an increase of 30 percent over 1946. 

CIVIC FINANCING in September reached the 
$268 million mark, highest since the artificial peak 
reached in 1933. For the first nine months of 1947 
new financing by states and municipalities totaled over 
$2 billion compared with $0.89 billion for the same 
period of 1946. 

BUYERS. The New York Times reports that in 
September 6,477 buyers registered from out-of-town 


compared with 2,258 for the same month of 1946, an 


increase of 186.8. 

24 ELECTRICAL MANUFACTURERS, pro- 
ducing electrical supplies and equipment, reported 
sales increases of 117 percent for the second quarter of 
1947, compared with the same period of 1946, accord- 
ing to the Securities and [exchange Commission. 


* 


Motors No less an authority than E. E. Helm, 
chairman of the motor and generator section of 
NEMA reports that on June 30, 1947, there were un- 
filled orders for over 23 million electric motors and 
generators up to 200 H.P. still on hand by the in- 
dustry. 

It is estimated that, running full tilt, it will take 
over a year to catch up with that backlog and that 
makes no allowances for new orders that will unques- 
tionably be generated as time passes. 

Don't forget that wherever a motor is installed, 
small or large, there are wire, cable, switches and 
controls needed. So—broadly speaking—the M & G 
section of our barometer forecasts good business for 
most of us. 


* 


Where the Grass Seems Greener _ In New 
York a news item in the New York Times of Oct. 2, 
1947, says: “Faced by steeply increased operating 
costs, wine and spirits wholesalers yesterday indi- 
cated their feeling that in recognition of their service 
in distribution, distillers should make some provi- 
sion covering the wholesaler’s higher expenses, since 
they control not only the price to wholesalers but also, 
under fair trade, the retail figure.” 

The OPA gave those wholesalers a mark-up of 15 
percent on cost; equivalent to approximately 13.2 per- 
cent on selling price. Then, when in April, 1944, an 
extra war-time excise tax of $3.00 per gallon was 
imposed, those wholesalers were not allowed to charge 
that in as part of their cost. 
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At Boston in the Federal District Court fourteen 
coal distributors were fined from $750 to $3,000 each 
for conspiracy to fix prices and to monopolize soft coal 
distribution in violation of the Sherman Anti-Trust 
\ct. Fines were very low because they had entered 
pleas of nolo contendere and had agreed to dissolve 
their “bureau.” 

Being forever squeezed between the upper and 
nether millstones of manufacturers’ set cost prices and 
competition or fair-trade set selling prices is nothing 
new to the average wholesaler. The surprising thing 
is that so frequently groups of wholesalers get tangled 
up with Uncle Sam for trving to get what they want 
by illegal means. 

Actually there is plenty of evidence in every city to 
show that wholesalers who have acquired the neces- 
sary know-how are doing quite well by themselves 
despite that millstone squeeze. 


* 


Some Fishing In the Bay State’s and the 
country’s largest fishing port, Boston, a Federal Court 
jury convicted the captain of one of Gloucester’s 
famous fishing schooners of having done the tax col- 
lector out of a small item of income taxes. 

The skipper had paid 95 cents tax on a “net” in- 
come of $531, while it was proved to the satisfaction 
of the jury that his nets had netted him $44,549.00 
on which the net income tax is $21,785, and this he 
was ordered to pay. 

Then occasionally we hear of a fishing schooner 
finishing a single trip where the net hauls of the finny 
tribe netted the least members of the crew from $2,000 
to $3,500 and more than once a brand new fishing 
boat comes back from its maiden trip with such large 
catch, that the net of the trip pays off the cost of the 
boat, and leaves the owner a handsome “NET” after 
that. Some fishing. 
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Mercury lamps require closely coordi- 
nated Transformers to govern the cur- 


rent through the starting period and 
operating cycle since a great change 


in internal resistance takes place. 

Correctness of design of Jef- 
ferson Transformers has been 
amply demonstrated in factories, 
mills, warehouses, gymnasia in 
all parts of the country. Quality 
control of all steps of Trans- 
former manufacture under our 
own roof insures long trouble- 
free service. Specifying Jefferson 
Electric Transformers for your 
mercury lamps is a sure way of 
getting toplighting performance. 


For fluorescent lamps used for 


MERCURY LAMP 
TRANSFORMERS 








Ul channels or fixtures. 


§ HIGH, 


Jefferson Electric Transformer for 
use with high intensity Mercury 
Lamp for high bay lighting. 


Made in all standard capacities, 
single and two-lamp types. 


Jefferson Ballasts are available in 

two-lamp 40-watt sizes designed to 

bring leads either from ends or bot- 

. tom, the latter particularly suited for 

. direct mounting, on narrow wiring 

Available in 

capacities and types for all commer- 
cially made fluorescent lamps. 
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low or average ceilings, precision made 
and mass produced, Jefferson Electric 
Ballasts are selected by the most ex- 
perienced men in the lighting field for 
their unmatched quality, uniformity, 


and exactness of rating. 


Wherever fluorescent lamps 
are used, the quietness assured 
by Jefferson Electric Certified 
Ballasts is an additional comfort 
and their long trouble-free life 
aids in holding maintenance 
costs down. JEFFERSON ELEC- 
TRIC COMPANY, Bellwood 
(Chicago Suburb), Illinois. In 
Canada: Canadian Jefferson Elec- 
tric Co., Ltd., 384 Pape Ave., 
Toronto, Ont. 


FLUORESCENT LAMP 
BALLASI 
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The figures we use as basis for these monthly 
comparisons of performance in the electrical wholesal- 


ing field are collected and compiled by the Bureau of 


the Census of the U. S. Dept. of Commerce. 
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Business Index 
For the Month of August 1947 


The August panel of electrical goods whole 
salers participating in the reporting service conducted 
by the Bureau of the Census included 365 full-line 
wholesalers, 145 wiring supplies-construction materials 
distributors, and 95 appliances-specialties wholesalers 
605 firms with sales totaling $96,562,000 for the month. 
Sales, as reported by the 605 firms, were off 6 percent 
from July but up 36 percent from August 1946 
slightly less in each case than the change estimated by 
the Office of Business Economies for all electrical goods 
wholesalers. 

Compared with July, total sales of full-line whole 
salers were off 7 percent but wiring supplies-construc- 
tion materials distributors and appliance wholesalers 
sales were up 3 and 2 percent respectively. 

Year-to-date sales (first eight months) of the 605 
firms were up &7 percent over the corresponding period 
of last year. 


Inventories, as reported by a panel of 
507 electrical goods wholesalers, were off 3 percent from 
July. This was the first recorded decrease over the 
previous month in trade holdings (measured at cost 
value) since early last year. Stocks of full-line houses 
were off 3 percent (August compared with July) ; of 
wiring supplies-construction materials, off 4 percent ; 
and appliance wholesalers, off 2 percent. As might be 
expected all three classes of houses reported substantial 
inventory increases over Avgust 1946. 


Reports of 561 wholesalers indicated 
an average collection period for the trade of 34 days. 
This compares with a 30 day period for August 1946. 
The collection period for August 1939 ran approxi 
mately 42 days. 
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Now—on its way to market! 


GREAT FOR G-E LAMP DEALERS BECAUSE: 
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SELLS MORE LAMPS! 
The new G-E 4-Lamp 
Package makes it easy 
to sell most customers 
4 or 2 lamp bulbs in- 
stead of just one. 


= . ‘ 
Ses 
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GREAT 





EASY TO BUY! 
Contents plainly 
marked. Makes it con- 
venient to buy a spare 
supply of G-E lamps in- 
stead of just getting one 
to replace a burn-out. 


EASIER TO HANDLE! 


Compact, safe, con- 
venient. Stacks neatly. 
Saves precious space. 
Reduces breakage. 
Fewer units to handle. 





EASY TO CARRY! 
No bulk, no awkward 
shape. This small, 
compact, package is a 
neat fit in any shop- 
ping bag. 





IDEAL FOR DISPLAYS! 
The new G-E 4-Lamp 
Package is a real eye- 
catcher. It’s colorful. 
And it’s plainly marked 
“G-E”! 


FOR CONSUMERS BECAUSE: 





EASY TO STORE! 


Spare G-E lamp bulbs 
are a cinch to keep on 
hand at home in this 
new, safe package. 
Bulbs can’t roll out! 


G-E LAMPS 


GENERAL &@ ELECTRIC 


ELECTRICAL WHOLESALING 


General Electrics new 


The newest load-building idea 
in lamp bulb merchandising 


WHAT'S THE BEST WAY to package 
lamp bulbs to promote multiple sales 
and encourage people to keep spare 
lamps on hand at home? To find the 
answer, General Electric package ex- 
perts set aside nearly half a million 
lamp bulbs for conducting a mammoth 
preference survey at the point-of-sale. 
They tested all types of packages, 
studied consumer buying habits, 
checked dealers’ likes and dislikes. 
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RESULT .. . the new General Flectri« 


i-Lamp Package, an amazing combi- 
nation of eye appeal and buy appeal— 
convenience and compactness. It con- 
tains two sleeves, each holding two 
factory-tested G-E bulbs. Makes it 
attractive to most people to buy more 
than one bulb at a time. What better 


way to reform bulbsnatchers ? 


IT’S COMING SOON! W'e’re supplying 
lamps in the new General Electric 4 
Lamp Package just as fast as we can 
starting with 60-watt lamps and fol 
lowed by 100-watt and other popula: 
sizes. Watch for it in your area! 


General Electric Co., Lamp Dept 
Nela Park, Cleveland 12, Ohio. 
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4-lamp package 
Helps keep sockets tilled! 


Sells 4 bulbs 
instead of one! 






Reforms bulbsnatchers! wz g 





Another G-E Lamp load-builder! 
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ARIZONA NEW MEXICO — 


Electrical Wholesaling 


REGIONAL ANALYSIS 


ONSIDERED geographically and comparing Au 

gust with July, sales of full-line wholesalers were 
off in each region, the decreases ranging from the lowest 
of 2 percent reported by the Pacific states of California, 
()regon and Washington to 8 percent or more. The 
other two classes of houses; wiring supplies-construc 
tion materials distributors and appliance-specialties 
wholesalers, reported mixed regional trends. 

Inventories Show Slight Decrease 


geographically and comparing Au 


\lso considered 
gust holdings with July, six regions reported de 


creases in supplies on hand ; two—the West South Cen 


tral and Mountain regions—reported increases of 1 


percent and & percent respectively, and the Pacific 


{ 
region recorded no change. All regions reported sub 


stantial inventory increases over August 1946, 


In terms of weeks supply at the current sales rate, 


trade mventories represent about 6'> weeks business 

Qn this comparative basis present holdings approximate 

the 1939 supply. It may be pointed out, however, that 
? 11 


present stocks, if measured in dollar value. are far 


he figures we use as basis for these monthly 


pertormance in the electrical wholesal 


COMparisons of | 
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BUSINESS INDEX 


AUGUST, 1947 


Figures in this table apply to the geographic divisions 
as outlined and numbered in color on map above 








SALES INVENTORIES 
August, 1947 August, 1947 
Compared in °/, with Trading Compared in °/, with 
July August Region July August 
1947 1945 (SeeMap) —'947 1946 
—15 417 =r 4+ 47 
= § | aoe 2 <a + 71 
a 429 3 an 4 55 
aa: +40 4 ait + 79 
a 44! 5 —8 4113 
+ | 450 6 “i +105 
—b +457 7 +1 4124 
—6 +54 ; +8 +118 
2 433 9 0 +4157 








above any other period of record and any decrease in 
the sales rate might increase the weeks’ supply index 


prope rtre mately , 


ing field are collected and compiled by the Bureau of 
the Census of the U.S. Dept. of Commerce. 
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PLETON COUPLINGS. a 
» FOR ELECTRICAL all TUBING 


ALL SIZES UNDERWRITERS’ APPROVED 


Appleton leadership in couplings and connectors is main- 


; \ & a — tained by highest possible precision standards. All sizes now 
By ag are Underwriters’ Laboratories approved rain-tight and 
f ar --- concrete-tight. 


PATENT 


2064140 Positive Grip—Precision construction of the concave, split 


compression ring in every coupling and connector, makes a 
joint that is absolutely rigid and permanent. 


Bonded Connection — Bonding type locknuts, along with 
high knockout closing shoulders, provide an equally rigid 
connection to outlet boxes, panel boxes, and other equipment. 


Time Savers—Couplings and connectors are designed for 
utmost speed and ease in making any installation. Both center 
sections and nuts are hexagonal to give a good “bite” with 
wrenches, even in unhandy places. 


Competitively Priced— Appleton leadership is based on 
PATENT pi efficient, modern, mass production methods, as well as the 
12064140 skilful design and quality of its products. That is why they 
can be priced competitively. 
Like all of the 15,000 fittings in the COMPLETE 
APPLETON LINE, Appleton Couplings and Connectors are 
“STANDARD FOR BETTER WIRING!” 


Sold Through Electrical Wholesalers 
SEND TODAY APPLETON ELECTRIC COMPANY 


r é . 1734 WELLINGTON AVENUE . CHICAGO 13, ILLINOIS 

Big Appleton Catalog, illustrating Branch Offices: NEW YORK, 50 Church Street « DETROIT, 7310 Woodword Avenue e CLEVELAND, 
and describing more than 15,000 1836 Euclid Avenue e SAN FRANCISCO, 655 Minno Street : ot LOUIS, 420 Frisco Bid, ° 
, ; ri H ¢ L 100 North Sonto Fe Avenue e ATLANTA, 724 Boulevard, N.£. e IRMINGHAM, 
types and sizes of wiring equip- FP ae Bldg. e MINNEAPOLIS, 305 Fifth Street, S. © PITTSBURGH, 414 Bessemer Bldg. « 
ment, gladly sent FREE, on request, t. BALTIMORE, 100 East Pleasant Street « BOSTON, 10 High Street « DENVER, 1509 Seventeenth Street « 

to any user of such material. ¢. : PHILADELPHIA, 1017 Cherry Street 

j Resident Representatives; Cincinnati, Dollas.. Kansas City, Milwoukee, 
New Haven, New Orleons, Seattle 
Export Representatives: International Standard Electric Corp, 
67 Brood Street, New York 4, N. Y. 





ONDUIT FITTINGS * LIGHTING EQUIPMENT + OUTLET AND SWITCH BOXES * EXPLOSION-PROOF FITTINGS « REELITES 
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NEasbestus Wire 





a repeated heating and cooling 
without hardening, splitting or melting 


Withstands vibration and rough handling 


Resists grease, oil and water 





Natio ' 
nal Electric Products Co i 
Pittsburgh 30, Pa. — 














Gleoman With Lighting Bmow-Eiew 


Lands Bakery-Restaurant Order 


As told to Henry W. Young 





N outstanding example of 
commercial lighting in Santa 
Monica, the 

Groves Bakery—a combination ba- 

kery goods store and restaurant. 

Richard Hutchinson, salesman for 

the Modern Wholesale Electric Co., 

Los Angeles, was called upon to lay 

out the installation in cooperation 

with the electrical contractor, E. L. 

Swearingen of Santa Monica. 

The customer wished three things 
to be achieved in working out the 
plans: (1) High intensity in the 
store and restaurant. The objective 
was placed at 70 footcandles, and 
this with fluorescent 
fixtures suspended about 30 inches 
below the ceiling. 


California is 


was secured 
(2) The lighting 
was to be uniform, leaving no dark 
corners. This was amply accom- 
plished by the fluorescents for the 
general lighting while (stipulation 
3), highlighting of the counter and 
window displays of bakery goods, 
was met by liberal use of reflector 


spots. In the case of the windows, 





’ 
Good lighting oy the Groves Bakery and Restaurant gives the 
impression of lively and pleasing activities within. 





Modern Wholesale Electric Company's salesman, Richard Hutchin- 
son, helped plan the lighting installation for the Groves’ combina- 
tion bakery and restaurant establishment. 


these spots were arranged in a row 
around the top of the windows, the 
general illumination in the windows 
being from 2-light, 20-watt fluores 
cent fixtures at the ceiling. 

On the outside of this 
establishment the are 


modern 
neon 


signs 
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and are source of most of the light 
falling on the high wall above the 
The effect of the sign 
lighting on this smooth, tinted wall 
is enhanced by the light from the 


windows. 


interior coming through glass tile 
windows 





Interior view of Groves’ counter and table service is an excel- 
lent illustration of general illumination—no dark corners. 











IF you are an established Electrical Wholesaler with finances 


for stocking and selling a recognized line of electrical tools and 
equipment... 


IF’ you have an adequate and aggressive sales force covering 
all the principal accounts in your territory and maintaining close 
personal contact with buyers of motor maintenance equipment, 





industrial electrical equipment, wiring devices and tools ... 


IF you have the organization to capitalize on national busi- 
ness paper advertising, imprinted direct mailings, point-of-pur- 
chase displays, give-away samples, hand-out literature, catalog ser- 
vice, factory-conducted sales meetings, and personalized sales 


help... 


IF’ you are such a concern and can take on a line of well- 
known packaged products made by a reputable manufacturer, then 
you will be interested in Ideal’s policy of Selective Wholesale Dis- 


tribution in Principal Markets. 


Ideal Industries maintain divisional offices in five strategic 
market centers with sales offices in all principal cities. This organ- 
ization forms the nucleus for the new system of Selective Whole- 


sale Distribution of Ideal Tools and Equipment. 


Ideal Products have ready acceptance among the trade, hav- 
ing been the choice of leading buyers and users for more than 30 
years. The line provides a stable, substantial flow of business with 


quick turn-over and steady repeats at a good profit. 





DEAL 


IDEAL PRODUCTS “DISTRIBUTED THROUGH AMERICA’S LEADING WHOLESALERS” 


“Wire-Nuts” (Wire Connectors) 
Fish Tape Reel and Pullers 
Solder Lugs 

Solderiess Lugs 

Joist Borer 

Fuse Clip Clamps 

Fuse Reducers 

Test-Lite and Fuse Puller 

Fuse Pullers 

Voltage Testers 

BX Armor Cutter 

Wire Strippers (Complete Line) 
Cable Ripper 


Cable and Wire Cutter 
Commutator Resurfacers 
Commutator Cleaning Stones 
Carbon Brush Seaters 
Precision Grinders 
Commutator Undercutters 
Commutator Cement 
Thermo-Grip Soldering Tools 
Electric Brazer 

Flashlights 

Flashlight Batteries 

Slotting Files 

Slot Scrapers 

Commutator Saws 


Commutator Cutters 

Coil Winder Drives 

Coil Winder Heads 
Industrial Vacuum Cleaners 
Suction Cleaning 

and Spraying Attachments 
Electric Markers 
Armature Winding Heads 
Insulation Formers 
Adjustable Growlers 
Insulation Testers 
Electric Etchers 
Balancing Ways 
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__--IDEAL INDUSTRIES 
Announce New Policy 











WHOLESA 
DISTRIBUTION 
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You are invited to participate in the benefits of backed by full factory cooperation. Ideal field repre- 


Ideal’s policy of Selective Wholesale Distribution. 
It provides the advantages of a business connection 
under a protective sales agreement that will insure 
new business and added income for you and your 


sentatives from nearby sales offices will work with 
your men—holding meetings, making demonstra- 
tions, and calling on the trade. 

If this appeals to you and you are qualified to go 





salesmen. ahead, then we urge yon to investigate the oppor- 


tunities of our Selective Wholesale Distribution ar- 
rangement. For convenience, use the coupon below. 


To nmke this plan work, Ideal offers a well-organ- 
ized program of advertising and sales promotion, 


eee 


IDEAL INDUSTRIES, Inc. 
(Successors to Ideal Commutator Dresser Co.) 
1047 Park Avenue, Sycamore, Illinois 


We are interested in your Selective Distributor Plan. Please have your representative call and 
explain it to us in full detail. 








Firm Name 





Street 





| 
| | 
| 
Name Title | 
| 
| 
| 


City Zone State 
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Combination Disconnect Switch and Starter 


Magnetic Across-the-Line Starter 


Oil Tight Control Station ‘ Faget 


NOARK 


Ce) 


4 


Federal Electric Products Company, Manufacturers of a 
Complete Line of Electrical Products including Motor 
Controls * Safety Switches * Service Equipment * Cir- 
cuit Breakers * Panelboards * Switchboards * Bus Duct 


Executive Offices: 50 Paris Street, Newark 5,N.J. * Plants: 
Hartford,Conn. Newark,N.J. St.Louis,Mo. L.1I.C.,N-Y. 


Manual Polyphase Starter 
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Farm-Electric Meeting X-Rays 


Rural Markets, Selling Tactics 


Second National Farm Electrification Conference finds many 


‘auses for ineffective selling and use of electricity on farms 


INDIANAPOLIS High - pressure 


selling has no place in the farm mar 
ket: Sales must come mainly from dem- 
onstration and trial. This was a finding 
of the discussion panel under the chair- 
manship of Hugh Curtis, managing edi- 
tor of Successful Farming, presented at 
the second National Farm Electrification 
Conference held at the Hotel Claypool 
Oct. 7-8 in this city. 

The more than 300 agricultural engi 
neers, farm editors, farmers, farm or 
ganization leaders, electric utility and 
electric co-operative officials, and electric 
equipment merchants—who came from 28 
states, District of Columbia, and Canada 
to attend the two-day meeting—heard 
the “Distribution and Servicing of Farm 
Electrical Equipment” panel list six other 
tindings, as follows: 

1. Dealer discounts are not broad 
enough? to cover selling costs or ser 
vicing 

2. Repair parts are difficult to obtain. 
3. Adequate information is not fur- 
nished with equipment. Directions for 
installation are sometimes hazy 

4. Manufacturers are not doing a good 
job of dealer training 

5. There are too few dealers, and 
power supplier staffs selling farm electri 
fication equipment are too small 

6. Considering the difficulties involved, 
a pretty good job is being done although 
a much better one is required 


Schenck Opens Conference 


The conference was opened by Chair- 
man Hassil E. Schenck, president of the 
Indiana Farm Bureau. He predicted that 


“we will see unveiled during the next 
decade more far-reaching and_ revolu 
tionary farm practices, from the stand 
point of efficient agriculture, than was 
ever achieved during the past 50 years.” 

Lt. Gov. Richard T. James of Indiana 
was introduced by Mr. Schenck, and h« 
welcomed the conferees to the state He 
pointed out that great strides have been 
made in rural electrification during the 
past ten years and that electricity on the 
farm has become an important part of 
the American way of life 

Following these formalities, the confer 
ence went about its business of thrashing 
out farm electrification problems. The 


various difficulties involved in intelligent 


ly and effectively using electricity on the 


farm were presented and analyzed by 
means of panel discussions, speeches by 
men intimately connected with rural ele« 
trification, and views from conferees on 
the floor 


Panels Discuss Problems 


The panel on tarm wiring, under the 
chairmanship of J. R. Waters, residential 
promotion manager of the Monongahela 
Power Co., found that lack of knowledge 
was the basis for farm wiring difh- 
culties. Many wiring contractors as well 
as farmers lack the “know-how” in re 
gard to wiring. Generally speaking, farm 
ers think wiring costs too much, and by 
trying to save money they get wholly 
inadequate wiring. 

The panel discussion of “Farm and 
Home Uses, Experimental and Research 
Work, and Unfilled Farm — Electric 
Needs,” under George A. Reitz, manager 
of the farm industry division of General 
Electric Co., brought out the fact that 
there is a need for agreement among 
manufacturers of farm electric equipment 
on specifications, definitions, and testing 
and rating procedures 


“Education and In-Service Training” 








ELECTRICAL DEALERS from Ohio, Indiana and Kentucky attended the 
B. & B. Electrical Company’s 25th anniversary celebration at Cincinnati's 
Hotel Gibson. 
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HELPING YOU CARRY THE BALL 


IN THE SELLING GAME, it's the suppliers like 
T&B backing up you Wholesalers with an air- 
tight, all-out Distributor Policy who help most. 


In other words, T&B, operating under the T&B 
Plan, is always lined up with you T&B Whole- 


salers' Salesmen—loyally and aggressively. 


We sell through you exclusively. Further, our 
team of trained T&B Fieldmen in your territory 


are continually out building business for you. 


They also help by bringing you latest devel- 
opments on new T&B products, together with 
samples and catalog information. Through 
them, T&B Engineering counsel on tough wir- 
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ing problems is available for you and your 


customers, any time, any where. 
We think this is helping you to carry the ball. 


We are likewise aware that every time you 
are by-passed you are dished out of an or- 
der, and thrown for a dollars and cents loss. 


So, isn't it good business to play ball with the 
fellows who play ball with you? If you do, 
you'll clean up a bigger score both for your 
house and yourself. 


The Thomas & Betts Co. 


INCORPORATED 
Manufacturers of Electrical Fittings Since 1898 
ELIZABETH 1, NEW JERSEY 
In Canada: Thomas & Betts Ltd., Montreal 
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was discussed by the panel headed by 
J. H. McLeod, acting director of the 
agricultural extension division, Univer- 
sity of Tennessee. The problem of get- 
ting knowledge to those who need it, 
according to the panel, is the crucial point 
of the farm electrical program. 


Smith Addresses Conference 


One of the principal speakers, L. M. 
Smith, vice-president of the Alabama 
Power Co., told the conference that 
suppliers of electric power to the farm 
have a continuing and direct interest in 
the development of an improved agricul- 
ture in the area served. Providing elec- 
tric power, Mr. Smith said, is an impor- 
tant factor in making farm life more 
attractive and comfortable as well as 
making the farm a more efficient and 
economical enterprise. The power sup- 
plier must depend largely for his growth 
on the further development of the terri- 
tory he serves. 

“Surely, we must not forget. that 
America came to her greatness from her 
‘grass roots’ and it is from the farms 
and small communities that much of our 
strength for greater national accomplish- 
ments must cont:nue to come,” Mr. Smith 
concluded. “One of the most important 
reasons for power suppliers taking part 
in agricultural development activities of 
their communities is that they thereby 
wi.l help keep the farm the birthplace of 
our national greatness.” 


Wickard Lists Possibilities 


The possibilities for electricity in ag- 
riculture are enormous, Claude R. Wick- 
ard, administrator of the Rural Electri- 
fication Administration, told the confer- 
ence. Electric power will increase farm 
efficiency, cut costs, produce better farm 
products, build up farm income, and end 
much of the drudgery formerly associated 
with farming, he said. (For further in- 
formation on Mr. Wickard's speech, see 
article in this issue, entited: “From This 
New Era in Agriculture: New Horizons 
in Rural Selling.”) 


Watts Elected Chairman 


Frank E. Watts, New York City, ex- 
ecutive assistant of the Farm Journal, 
was elected chairman of the National 
Farm Electrification Conference for 1948 
at a meeting of the steering committee. 
He succeeds Mr. Schenck who was chair- 
man for this year. 

Other officers elected were: C. D. 
Leiter, Ashland, Ohio, as vice-chairman; 
and Frank Innes, New York City, asso- 
ciate editor of Electrical World, as sec- 
retary-treasurer. 

The steering committee decided to hold 
a convention each year as a _ regular 
annual meeting. Next year's convention 
will be held during the fall in Chicago, 
the site of the first convention a year 
ago. The date has not been set as yet. 





JUDGING THE ENTRIES for the 2nd International Lighting Exposition 
Merit Award Competition—left to right: M. N. Waterman; W. T. Stuart; 
Carl W. Zersen, chairman; B. J. Martin; Prof. J. O. Kraehenbuehl. 


Award Winners Announced 


At Lighting Exposition 


Many wholesalers among the 200 winners in lighting installa- 


tions competition, announced at opening conference session 


of the 2nd International Lighting Exposition at Chicago 


HICAGO—The opening session of 

the 2nd International Lighting Ex- 
position and Conference here featured 
the announcement of 200 winners of Gold 
Seal and Merit Award Certificates in- 
cluding 3 wholesalers for Gold Medal 
awards and 22 wholesalers for Merit 
Awards. Carl W. Zersen, chairman of 
the board of judges, presided at the ses- 
sion, with many of the winners attend- 
ing in person to receive the awards, 
totalling $1200 in Gold Seal Awards and 
183 Merit Award Certificates. 

The Go!'d Seal group consisted of six 
store lighting, one office, one floodlight- 
ing, two industrial, one bank and one 
restaurant installation. All of the winning 
entries were on display at the Exposition. 
The contest was sponsored by the In- 
dustrial and Commercial Lighting Equip- 
ment Section of the National Electrical 
Manufacturers Association. 


Gold Seal Merit Award Winners 


Announced winners of Gold Seal $100 
awards were as fol!ows: In the Architects 
and Consulting Engineers Classification 
—J. L. Phillips, Birmingham, Ala., of- 
fice lighting; F. D. Wyatt, Chicago Park 
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District, Chicago, Ill.,  floodlighting; 
Haro'd W. Goetz, Cincinnati, Ohio, joint- 
ly with Utility Lighting Representative 
Robert W. Brown, Cincinnati Gas & 
Electric Co., store lighting. 

In the Electrical Contractors Classifi- 
cation, the winners were George W. 
Phelps, Boston, Mass., jointly with 
Wholesaler’s Lighting Representative 
Ralph L. Huse, Graybar Electric, store 
lighting; E. J. White, Edward J. White 
Co., New York City, industrial lighting; 
Spott Electrical Co., Oakland, Calif. 
jointly with Utility Lighting Representa- 
tive Donald R. Keebaugh, Pacific Gas 
& Electric Co., Oakland, store lighting. 

In the Electrical Wholesalers’ Light- 
ing Specialists and Salesmen Classifica- 
tion, the winners were: John W. Leadbet- 
ter, Koontz-Wagner Electric Co., Inc., 
South Bend, Ind., industrial lighting; 
Fred N. Cooper, Jno. E. Grayhill & Co., 
Lancaster, Pa., restaurant lighting; C. B. 
Marsh, Jr., Marsh Electric Supply, 
Amarillo, Texas, store lighting. 

In the Utility Lighting Representatives 
Classification, the winners were: Jack 
F. Parsons and William B. Campbell, 
Buffalo Niagara Electric Corp., Buffalo, 

(Continued on page 132) 











Manufacturers of Wire Rope ond Strand « Fittings + Slings © Screen, Hardware and Industrial Wire Cloth * Aerial Wire Rope Systems 


Hord, Annealed or Tempered High and Low Carbon Fine and Specialty Wire, Flat Wire, Cold Rolled Strip and Cold Rolled Spring Steel . Ski Lifts 






















vee OW MUCH 1S 16 worth? 


VEN IN THIS ATOMIC ERA, What engineer wouldn’t 

be awed at the possibility of building a bridge of 
his own design across the hazardous Niagara gorge? 
Yet John A. Roebling was commissioned to do just 
that 98 years ago... ten years before this country’s 
first oil well was drilled! 











What an outstanding example of confidence. The 
confidence of a man in his own work. The confidence 
of people in one man and his abilities, 





Today this same confidence, that has been nurtured through the years, is still alive in the company founded 
by this man and his sons. On this same foundation was built a business that has always believed that con- 
fidence must be created and grows through completely honest business transactions with each and every 
one of its customers. 





Little wonder, then, that your confidence in John A, Roebling’s Sons Company is guarded so carefully, 


CONFIDENCE CAN INCREASE YOUR ELECTRIC WIRE AND CABLE SALES! 


ONFIDENCE ... the faith of your customers in born 
C your organization and in Roebling ... can be 
built because with the Roebling line you have the 
means to do it. 

It is a complete line--over 60 types of electrical 
wire and cable for every purpose. And they're priced 
so that you can meet competition yet earn a fair mar- 
gin of profit. Powerful advertising helps by con- 
stantly pre-selling over 200,000 buyers of electrical 
equipment. Roebling field men are always available 
to offer you sales and service cooperation. 

Add to these facts this one. Roebling warehouses 
are located at strategic points throughout the coun- 
try so that you can offer prompt delivery on items not 
carried in your stock. 

You can build confidence with Roebling —and that 
means sales . . . today and in the future. 











JOHN A. ROEBLING'S SONS COMPANY YOU can get sales and service cooperation. 


TRENTON 2, NEW JERSEY from Roebling field men... one of five ways 
Branches and Warehouses in Principal Cities Roebling helps you step up sales. 





Electrical Wire and Cable . Suspension Bridges and Cobles 
Aircord, Aircord Terminals and Air Controls ©  Lewn Mowers 


A CENTURY OF CONFIDENCE é) 









FRESH’ND-AIRE COMPANY 
Dept. E.W. 1147 

221 N. La Salle St. 

Chicago 1, Ill. 


Gentlemen: Without obligation, please send me com- 


plete details about the new Fresh’nd-Aire Humidifier. FRESH ND-AIRE 
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FARM electrification al- 
lows farmer to adopt 
improved methods and 
increase output. 


sriculture: 





Administrator 
Rural Electrification Admi:.istration* 


T is pretty generally accepted 
that we have been passinz 
through an industr‘al revolu- 
tion. The term refers to the rep!ace- 
ment of man by machine in mine 
and factory. It is not so commonly 
recognized that we are now in the 
midst of a similar development in 
agriculture in this country. 
Perhaps this is partly due to the 
fact that the revolution in agricul- 
ture is comparatively new. It did 
not get well underway until after 
the first World War. Up to that 
time there were new lands to be 
brought under cultivation and our 
great increase in agricultural pro- 
duction in this country came more 
through expanded exploitation of 
our soil resources than through 


technological developments. 

Of course, there were inventions 
such as the cotton gin and the reaper 
and the power thresher during the 
last century and it is not to be de- 
nied that those inventions dil have 
a very de*nite effect on the course 
of agriculture. But the greatest 
technological developments have oc- 
curred in the last two or three 
decades. 

Dr. Stanley Warren, an econo- 
mist of Cornell Universi'y, has 
made this statement: “There are 
some men still living who have seen 
in their own |.fetimes more change 
in the mechanization and technology 
of a riculture than had occurred in 
the 3,000 years before their b:rths.” 

I am in agreement with this 
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statement—except that it seems to 
indicate that a man would have to 
be very old to have seen this much 
of achange. I am sure I have seen 
it but I just don't like to be classed 
as a very old man. 

Both the industrial and agricul- 
tural revolutions are very important 
to the well being of people not 
only in this country but everywhere. 
To the extent that these revolutions 
make possible greater and more effi- 
cient production—to that extent the 
people will be able to enjoy a better 
standard of living. Production is 
fundamental. Goods must be pro- 
duced before they are consumed. 
And, obviously, to increase con 
sumption per person it is necessary 
to increase the output per worker. 

When the American farmer is 
able, therefore, to increase his out 
put as a result of increased efh 
ciency, he is not alone improving his 
own standard of living but is also 
contributing to the people’s welfare 
in this country and abroad. Never 
has the course of world events de 
pended so much on the productive 
efforts of a nation’s farmers as on 
ours today. 

Generally speaking, there are two 
groups of technological develop- 
ments which have brought about the 
agricultural revolution in this coun 
try. One group might be termed 
biological developments, It includes 
such things as improvements in 
varieties of plants and breeds of 
animals, better feeding methods and 
better fertilization, and more effec 
tive methods of disease and insect 
control. The other group is the 
mechanical one and includes such 
important factors as the use of the 
tractor and central station electric 
power. 

Using 1910 and 1914 as a base 
period, the Bureau of Agricultural 
Economics estimates that the out- 
put per agricultural worker is now 
98 percent more than it was during 
this base period, while the industrial 
worker had increased his output 92 
percent during the same time. 

[I have been unable to arrive at 
any figure which indicates how 
much the various important factors 
have contributed to the improve- 
ment in output of the agricultural 
worker, Conditions are too varied 
and changes are too rapid to get an 
accurate estimate. It does not par- 
ticularly matter. However, it is my 
opinion that nothing offers more 
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WELCOME heat and light from this home-made brooder do much to get the small 
pigs off to a good start and cut down the litter loss. General Electric photo. 


promise than the use of central sta- 
tion electricity to improve the efh 
ciency and also the health and so 
cial patterns of farm people. It 
works for the farmer and his family 
in the home and around the farm- 
stead every season of the year and 
every hour of the day. Its uses are 
manifold and growing in number. 
Farmers are able to make use of 
many other technological develop- 
ments which would be beyond their 
reach if it were not for the availa- 
bility of electricity. For example, 
Dr. Henry G. Bennett, president of 
Oklahoma A&M College, has told 
me that the extension workers in 
his state find much better acceptance 
and response to extension methods 
in homes and on farms which are 
electrified, because electrical devices 
make it possible for a farmer and 
his wife to adopt improved methods. 
Farmers who have central sta- 
tion electric power are not only able 
to save labor through the use of 
electricity, but are also in a position 
to produce more of the kinds and 
qualities of products desired by city 
consumers. Such devices as electric 
milking machines, brooders, fruit 
graders, irrigation pumps, and cold 
storage help farmers to get away 
from one-crop type of farming and 
to overcome weather hazards. 
When I was asked to make this 
talk it was suggested that I tell 
something of the benefits of elec- 
tricity on my own farm which is 
located about 60 miles north of 


this city. | am going to do just that 
first, because my experiences with 
electricity are the usual rather than 
the unusual, and second, because | 
am better acquainted with what has 
been happening on my farm than 
with anyone else’s experiences. 

I made a count some time ago and 
found that we were using electricity 
for 27 different purposes on the 
farm. I suspect there may be more, 
either because I overlooked some or 
because others may have been added 
since that time. 

Pork production is the main en- 
terprise on this farm and electricity 
plays a very important part in that 
production. Last spring during the 
extra-ordinarily cold period of 
February and early March 635 pigs 
were saved from 85 litters. Every 
one of those pigs got his start under 
an electric pig brooder. Since then 
nearly all of them have gone to 
market. They were fed and watered 
in what I consider a very efficient 
manner that was due, in no small 
measure, to the fact that through 
the use of electrical pumps we have 
water under pressure to every field 
on the farm. This kind of water sys- 
tem enables us to carry on a sanita- 
tion system that puts our pigs in 
clean rotated fields every year. 

Not only is there fresh water 
available every hour of the day, but 
water is also available under pres- 
sure during the hot days of August 
so the pigs can be sprinkled and 
kept cool and comfortable and gain- 
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ELECTRICITY cuts farm’s costs, and 
helps to produce better farm products. 


ing in weight. Since they are kept 
in the rotated fields during the 
whole summer, the pigs act as their 
own manure spreaders and we don't 
have the waste of fertility that so 
frequently happens around the yards 
and pens. 

Through the use of electricity 
we are now diversifying our farm 
ing operations by adding a dairy en 
terprise. For some years | have been 
convinced that we should add dairy- 
ing to our farming operations, es- 
pecially if we could sell high grade 
Huid milk on a metropolitan market. 

We have a good supply of pasture 
and roughage of which a dairy cow 
Further- 
most es 


is the most efficient user. 
more, dairy products are 
sential to the diet of our people and 
they are perhaps in shorter supply 
than any other essential group of 
foods. 

very time | used to think about 
vetting dairying started on the farm, 
| would recall the days when as a 


youth I worked all day in the fields 


and then sat down in a hot barn 
under a cow who always _ batted 
more than 300 when it came to 


knocking my hat off with her tail. 
Under such conditions, the prospect 
of dairy farming, of course, is not 
appealing. Fortunately those condi- 
tions are gone, and during the last 
few days we selling 
(rade-A Indianapolis 
market. I have to pinch myself al 


most to believe it. 


started 
milk on the 


have 


Before I tell you how that hap 


pened, perhaps I should go back a 
little. | have a daughter who mar- 
ried a Purdue University electrical 
engineering graduate who had never 
When he got 
out of the Navy my daughter and I 
somehow persuaded him to take 
over the farm. We would not have 
been 


worked on a farm. 


successful—or perhaps | 
should say that my daughter would 
not even have tried to be successful 

if we had not had electricity on 
the farm, Also, even though he did 
decide to farm, I would not have 
even asked him to start a dairy herd 
if it had not 
dairy equipment. 

Now, we are milking by electri 


been for the electric 


city, cooling the milk by electricity 
and cleaning the utensils by electri 
cally heated hot water. We are go 
ing to put in an electrically operated 
ventilating system soon. 

[ believe you can see how pro 
foundly thankful I am for electricity 
and how much it has helped us to 
do a better and more efficient job 
of farming and to produce kinds and 
qualities of products desired by city 
consumers. 


There are many other ways in 
which electricity helps the farm 
mother prepare a better and more 


healthful diet for her family. Not 
the least, of course, is the fact that 
through electrical refrigeration she 
can have fresh fruits and vegetables 
the around the 
mother in the city. 
Electricity also aids rural health 


year same as the 


in a variety of other ways. It makes 
available on the farm, for example, 
such advantages as running water 
and better lighting, heating, cooling 
and ventilation of farm homes. 
Throughout the nation the possi 
bilities in 


electro-agriculture are 

enormous, 
Consider the tremendous effect 
upon farm economics: Here is 


power to increase farm efficiency, to 
cut costs, to produce better farm 
products, to build up higher income 

and, incidentally, buying power. 
Consider the tremendous effect upon 
farm living, drudgery done 
with 


away 
more time for 
people who have had but little 

a happier and more healthful life 
Consider the tremendous effect upon 


leisure 


the social and cultural aspects of 
farm life: better education 
more recreation . revitalized com 


munity activity. 


The full realization of these pos 
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sibilities depends on a number of 
factors which should be given earn 
est and serious consideration by 
every group which has the welfare 
of agriculture and of the nation at 
heart. | 
of these factors that seem to me to 


would like to mention five 


be of foremost importance. 

lirst, electricity has to be avail 
able to a farmer if it is to do him any 
good. Therefore, a policy or a prac 
tice which permits only some tarm 
ers to get electric service and forces 
remain without it is in 
unwise and un 


others to 
humane, \merican 
Second, there must be more re 
search and effort directed to help 
ing farmers find the best uses for 
electricity and less emphasis on load 
building for the benefit of the opera 
tors of 

Third, plenty of 
must be made avail 
We are merely 
sticking our heads in the sand if we 
do not 


electrical systems 

power at rea 
sonable rates 
able to rural users. 
recognize that .\merica 1s 
facing a power shortage. The worst 
part of it is that farm people, in too 
vetting 


many instances, seem to be 


what is left after urban users’ re 


quirements are met. 
Fourth, 


rural electric 


must be built to insure dependable 


systems 


and reliable service for farmers 


farmers can lose a whole flock or 
a whole year’s production by failure 
of electricity. Such a loss cannot be 
made up by working extra shifts as 
might be done in a factory. 

Mifth, 
utors of electrical appliances should 


manufacturers and distrib 


recognize the fact that farmers need 
these devices more than city people 
furthermore, they need equipment 
of high quality, designed specifically 
\ny 


art of manufacturers and distribu 


for farm use. failure on the 
| - 
tors to recognize these facts 1s, to 
least, 


everyone's standpoint 


say. the shortsighted. from 


Central station electric 


service 15S 
playing a most important part im the 
\merican agricultural revolution. It 
will play an even greater part in the 
future. 
tiality 


How nearly its full poten 
is reached depends on how 


sincerely and earnestly we plan to 


see it to promote the welfare of the 


farmer and his family 


*Eacerpts from an address, entitled 
The New Era In Agriculture,” delivered 
before the National Farm Electrificatior 
Conference at the Claypool Hotel, In 
dianapolis, Ind., October 8, 1947 



















* They assure 
dependable operation 
of a Fluorescent 
lighting fixture 
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* They are tested, checked and 
Certified by Electrical Testing 
Laboratories, Inc. as meeting 

rigid manufacturing specifications 











lamp makers will guarantee 
lamp performance when 

Certified Ballasts are 

specified in a fixture 





The word “CERTIFIED” on a fluorescent lamp ballast tells you instantly that 
here is a product that gives you the greatest possible efficiency in operation 
and performance of fluorescent lighting. Insist on ballasts bearing the ETL 
shield in the fluorescent lighting equipment you sell. Give your customers the 
protection they need and want. 


@ @ CERTIFIED FLEUR-O-LIER MANUFACTURERS, RLM 
STANDARDS INSTITUTE and CERTIFIED LAMP 
MAKERS have solved their ballast problems by writing 
5+ | CERTIFIED CERTIFIED BALLASTS into their specifications. 





( ERTIFIED BALLAST MANUFACTURERS 












q Makers of Certified Ballasts for Fluorescent Lighting Fixtures 
SPEC. NO.6 ; Acme Electric Corporation Chicago Transformer Div. Jefferson Electric Co. 
oid foes Cuba, New York Essex Wire Corporation Bellwood, Illinois 


HAGH PF 





3501 Addison St., Chicago, Illinois 
Advance Transformer Company General Electric Co. Sola Electric Co. 
122 West Catalpa Avenue Specialty Transformer Division 2525 Clybourn Avenue 
Chicago 40, Illinois Fort Wayne, Ind. Chicago 14, Illinois 
Starring and Company Wheeler Insulated Wire Co., 
Bridgeport, Conn. 378 Washington Ave., Bridgeport, Conn. 
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ELECTRICAL WHOLESALING 
in Oklahoma City 


Capital of the state whose name it bears, Oklahoma City 


today does 40 percent of the state’s wholesale business and 


electrical wholesalers there are now cleaning out stocks and 


readying themselves for the days of competitive selling 


THIRD OF A SERIES 


By Ernest W. Fair 





) your reporter it seemed that 
Oklahoma City’s 14 etectrical 
wholesalers were in the midst 

of a competitive selling battle rival- 
ing the old pre-war days when elec- 
trical wholesaling in the southwest 
was as vigorous a business as the 
area's famous oil field enterprises. 
And, it was not just a competitive 
selling effort to move top grade mer- 
chandise as it was in those days; 
but rather a concentrated effort to 
unload stores of off-brand merchan- 


dise and unload them fast, because 
daily more and more of the widely- 
known brand supplies were flowing 
into the area. 

Almost every electrical who'esaler 
in this city of 246,000 population 
serving an area covering the State 
of Oklahoma and parts of Arkansas, 
Texas and Kansas, was found to 
have such merchandise in his ware- 
house, and every salesman, egged on 
by promised bonuses and the “must” 
law of moving this merchandise, 
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was doing his darndest to sell such 
goods. 

Surveys have shown that the city 
is not alone in this respect; that 
many other major metropolitan cen- 
ters are facing the same problem. 
Here it is being brought to the fore 
because building has not slackened 
as it has in other areas and the 
market is there to absorb this mer- 
chandise before it becomes too big a 
“drug on the market.” 

Oklahoma City’s electrical whole- 
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salers hope that, by acting promptly 
and before supplies of top-grade and 
big-name merchandise become too 
plentiful, they will be able to “get 
out from under” their investments 
in emergency - bought , off - brand 
merchandise. Whether or not they 
will, depends on the ability of their 
salesmen to sell them off during the 
next few months. 

The prospects are good for Okla- 
homa City’s electrical wholesalers, 
not only for the near future, but 
also for the “long pull’ ahead. Okla- 
homa City is located near the geo- 
graphic center of the state and is 
the largest city therein. Prior to 
1929 the city’s economic develop 
ment was based largely on whole- 
sale distribution. ‘Then oil produc- 


tion and manufacturing came in 
Most of the wartime industries 
which came there have been con 


verted into peacetime enterprises. 
The city does 40 percent of the 
state’s wholesale business and serves 
as the primary wholesale trade tet 
ritory for Oklahoma, the Texas pan- 
eastern New Mexico, 
Kansas and Western Ar 


handle, 
Southern 
kansas, Some 556 wholesale estab 
lishments of all kinds had net sales 
of $194,487,000 in 1940 for its im- 
mediate sales area. 

Most of the Oklahoma 


wholesalers do not cover the larger 


City 


mentioned above but contine 
activities to the state itself. 
Chere have been some small jobbers 


area 


their 


here who have started business since 
the war has ended, but they 
operating with very limited capital 


are 


and equally limited stock and the 
trade generally feels that their 
chances of survival are remote be- 
yond a year or two ahead. 

Credit business is growing fast 
at Oklahoma City. A few months 
ago most wholesalers were doing a 
larger cash business than they had 
ever done before. During the spring 
of 1947 this began to drop off slight- 
ly and more business is being done 
under the conventional credit terms 
teday than at any time since pre- 
war days. There have been no losses 
worthy of mention on this score but 
wholesalers’ credit managers are ex- 
pecting such losses shortly. 

“Now is the time when 
wholesaler is going to have to watch 
credit even more closely than during 


every 





credit 
have 


the depression,” one house 
manager told us. “We 
some accounts doing business with 
us that we sur- 
vive any shaky business conditions 
ahead. It is probably the same way 
all over the country for there are a 
great many people in the retail elec- 
trical and contracting trades who 
entered them shortly after the end 
of the war without sufficient busi- 
ness knowledge or experience to 
carry them through. i 
“We feel that there will be-ittle 
warning of such failures -for 4ob- 
..they will hit so sud- 
denly most of us will not realize 
And _ for just 
that reason we are watching every 
one of our accounts closer than we 


here 


are certain cannot 


bers here.. 


what has happened. 





, 
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THE PROSPECTS are good, not only for the near future, but for the long pull 
ahead report Oklahoma's electrical wholesalers like Westinghouse Supply. 





DAILY more and more of the widely-known-brand electrical 
supplies are flowing into the Oklahoma territory. 
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SINCE credit business is growing fast in this area electrical 
wholesalers are watching new accounts very closely. 
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NO SATURATION of name-brand electrical merchandise is 
reported as yet by wholesalers in the Oklahoma area. 


ever did before; just trying to an- 
ticipate those failures before they 
occur,” 

One salesman discussed this con- 
fidentially with us and pointed out 
that in the efforts of his house to 
unload no-name merchandise it had 
in its warehouse, such goods were 
being sold on credit to customers 
who could very easily go under just 
because of such purchases. 

“Maybe the boss knows what he 
is doing,” this declared. 
“But I sometimes have my doubts. 
The way I see it is that when I 
push some of this off-brand mer- 
chandise onto an account, he’s going 
to have just as rough a time getting 
his money out of it as we had in 
selling it....and he’s an 


salesman 


unless 


wholesalers, such as Waugh and Robertson 
Distributing Co., report increasing price consciousness. 





awfully shrewd business man_ he 
may go under if he fails to unload 
the stuff!” 

Salesmen in the Oklahoma City 
are gradually extending their terri- 
tories, because their earnings have 
been declining since war time highs. 
Then most jobbers’ salesmen in this 
area were earning $500 a month or 
over; today the average figure is 
around $300 a month. They have 
been exerting much more vigorous 
selling effort seeking to keep the 
high income figure up, but shortages 
of merchandise and increased re- 
sistance to off-brand merchandise is 
their 


making selling job more 
difficult. 


Apparently no effort is being 
made by the local jobbers to locate 
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AN EVER-GROWING number of electrical contractors fur- 
nish new customers to Oklahoma City’s electrical wholesalers. 





THE VOLUME of building holds high and offers electrical 


wholesalers a big outlet for all types of supplies and equipment. 


and train new salesmen other than 
the old tried-and-true method of 
giving them a catalog and sending 
them out to learn how to sell the 
hard way. The vast majority of the 
salesmen working in this territory 
are old-timers with pre-war experi- 
ence; not more than 20 percent are 
new men. 

The biggest problems salesmen 
have in the Oklahoma City area are 
involved with the current drive to 
unload all of the surplus off-brand 
stocks jobbers have in their ware- 
houses They list their second big- 
gest problem in trying to supply the 
needs of new accounts and point out 
their first task is to take care of the 
old accounts on scarce merchandise. 

Most of the’ old-time salesmen 
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RURAL electrification is starting to expand and Ok'ahoma City who'esa'ers est:mate 
that in five years the farm market will offer a tremendous sa:es pote.tial. 


point out that they cannot hope to 
get by simply by caring for their 
old-accounts; that they must build 
business with new firms and _ the 
only way they can do this is to dis- 
tribute available stocks among these 
also. 

“A lot of these new firms are 
going to succeed... .in fact, they are 
going to be firms worth go.ng after,” 
one salesman pointed out, “and most 
of them are not going to forget a 
rough time I may have given them 
during shortages when everything 
is plentiful again. 

“Some of the boys here say ‘to 
hell with the new guys, most of them 
will be broke anyway,’ and maybe 
they are right, but I have a feeling 
a lot of them are going to pul 
through and make good customers ; 
that's why I'm trying to see that 
they get some merchandise, too!” 

Most jobbers here told us that 
they felt there were about 25 per- 
cent more firms in this area in the 
electrical contracting business than 
befqre the war and that the electrical 
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appliance dealers had increased by 
at least 400 percent in the state over 
pre-war days. 

They predict some heavy casual- 
ties in the latter classification and 
for that matter there have already 
been a number of failures in this 
field since the turn of the year. 
Mest such dealers were forced to 
close their doors simply because 
they could not get enough merchan- 
dise to make even their overhead 
expenses or, because they had em- 
barked on their ventures with short 
capital. 

‘| here’s a lot of politics in getting 
merchandise in Oklahoma,” one 
such dealer told us, “and I jrst 
didn’t know how to play it with the 
wholesalers. The result is I had to 
quit or lose everything I had _ be- 
cause I couldn't get salable mer- 
chandise while other firms were get- 
ting it; I didn’t realize about the 
political angles unt.l I closed and 
started checking up on the whole 
situation.” 

His “political” references are of 





a different variety than what might 
be expected; he probably should 
have supplanted the word with an 
old army term, i. e., “apple-polish- 
ing,” for electrical wholesalers here 
have been besieged by some ‘‘very 
smart operators” who entered the 
business and managed to get the 
merchandise from them. 

Wholesalers in this area started 
out, after the war was over, with 
priority and quo‘a methods of dis- 
tribution of available merchandise 
but this has been gradually aban- 
doned as an overall method of oper- 
ation. Today most of these local 
wholesalers are distributing scarce 
merchandise with more of an eye 
toward encouraging the type of re- 
tailers whom they believe will make 
good merchants in the future. Such 
firms, even though started after the 
war ended, who have demonstrated 
stability and selling savvy are get- 
ting more and more of the merchan- 
dise in this area; those who do not 
have the “political” ways as identi- 
fied by the above quoted dealer. ... 
they are find:ng merchandise as 
rough to get as in the months im- 
mediately following the end of the 
war. 

Oklahoma City jobbers are re- 
porting more and more price con- 
sciousness on the part of customers. 
This began to be observed here by 
retailers early this year and has been 
passed along in increasing tempo 
through retailers to the jobbers. Six 
months ago few retailers asked any- 
thing about price when ordering 
merchandise; tocay the situation is 
completely reversed, price is the 
first thing they ask about. 

Price, however, has not as yet be- 
come a serious selling matter in the 
Oklahoma territory. Jobbers feel 
certain that it will be by the start of 
fall and they predict that more and 
more clamor for reduced prices by 
consumers will result in the same 
methods of buying on the part of 
retailers. 

Quite a few strange-brand appli- 
ances have become a drug on the 
market and particularly among the 
more than 100 electrical dealers in 
the immediate Oklahoma City area, 
but there is practically no saturation 
on name-brand merchandise in this 
area. 

“There are far too many dealers 
here and the competition is going 
to get very rouzh this winter,” one 
jobber sales manager told us while 
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discussing Oklahoma City itself. He 
said, “Before the war there were 
just two electrical dealers on Broad- 
way iw Oklahoma City, and that 
now in the same block there are Z1 
places and that doesn't count paint 
stores, camera stores, jewelers and 
other selling off-brand electrical 
appliances. 

“And take for example the Katz 
Drug chain here. Their store is sell- 
ing washing machines, refrigerators 
and radios in some standard brands 
with not even a service man on the 
staff to follow through. That sort of 
thing hurts our business as a whole 
and it’s the kind of competition that 
can be disasterous to a lot of e’ectri- 
cal dealers and in turn hurt the 
wholesalers here.” 

Obtaining quality merchandise is 
the number one problem of Okla- 
homa City’s electrical wholesalers. 
Most of them have reached the 
stage where “there’s nothing we can 
do about it but sit and wait” in their 
efforts to obtain such merchandise 
for their customers. Many were 
making agressive efforts to obtain 
such merchandise in months past 
but their work bore so little results 
that they have decided it is not 
worth the effort, Today it’s more 
or less a proposition of “sweating it 
out” insofar as local electrical job- 
bers are concerned. 

They are not, however, “sitting 
and waiting” on the problems of 
building customer goodwill for the 


future. Jobbers in Oklahoma City 
have elaborate plans for maintenance 
of full service departments staffed 
with the best men they can find as 
a dealer service and a number are 
well along on such plans. 

Leaders in this movement pointed 
out to us that this would be one of 
the frture “musts” for electrical 
jobbers ; that the average contractor 
and dealer world find his future 
field so competitive, he could not 
afford maintenance of large service 
staffs and wo:ld have to either de- 
pend on specialists or jobbers ex- 
perts; and they believe the mainte- 
nance of such de-artments one of 
the best business builders they can 
operate. 

It’s not altogether altruistic on 
their part either, for past prewar ex- 
perience has shown several Okla- 
homa City jobbers that such service 
departments can be made to operate 
very pro‘tably. They believe also 
that in the future, dea'ers are going 
to prefer to job out such work 
rather than handle it themselves. 

REA developments are only get- 
ting started in Oklahoma insofar as 
occupyinzy a comparative position 
with most neighboring states. As 
yet rural electrification does not 
offer a great potential market for 
the immedate future but most Okla- 
homa City jobbers feel that from 
five to ten years from now it will 
become of great importance in the 
state. 





THE MAINTENANCE of full service department as an aid to dealers figures 
importantly in the electrical wholesalers’ plans. 
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The recent slumps in building ac- 
tivity have had a decided effect on 
the lotal and state electrical whole- 
saling business although commer- 
cial building in Oklahoma has not 
declined to a great extent. 

Jobbers in this area feel that this 
situation will continue in the Okla- 
homia area for as long as two years 
and are adjusting their operations 
for that period of time. They point 
out that money itself is becoming 
scarce and that it will remain so 
until the general market becomes 
stabilized in this area and that busi- 
ness in the southwest must “‘get back 
more on a sound basis’ before good 
times will return again. ‘Free 
money is definitely gone from the 
southwestern area,” one jobber de- 
clared. 

Labor is becoming more and more 
plentiful in Oklahoma ; local jobbers 
told us that there were “plenty of 
men” looking for work and a good 
available supply for their field; that 
they have all of the salesmen they 
need and good prospective salesmen 
on their waiting lists. 

General Electric Supply Corpora- 
tion has a branch at 127 Fast Cali- 
fornia, Graybar Electric Company 
at 706 West Main, and Westing- 
house Electric Supply Company at 
850 Northwest 2nd Street. W. W. 
Grainger, Inc., has a branch at 408 
Northwest 7th. 

Among the older well-established 
independents are such nationally 
known jobbers as Cook Electric 
Supply Company at 106 North Lee, 
Hunzicker Brothers at 105 East 
California, Richards and Conover 
Hardware Company at 1 East 
Grand, Weatherbee Electric Com- 
pany (grown from a pioneer con- 
tractor-dealer) at 412 North Hud- 
son, and A. W. White Electric 
Motor and Machine Company at 
420 West Reno (also grown from 
an early day service institution. ) 

Comparatively newer firms on the 
Oklahoma City scene include John 
H. Cole Company, specializing in 
electric motor supplies and parts, at 
323 Northwest End Street; Cook 
Electric Supply Company at 106 
North Lee; Elledge Livhting Prod- 
ucts Company at 214 North Penn- 
sylvania; Leonard Smith Company 
at 420 Southeast 29th; Waugh & 
Robertson Refrigeration Company 
at 33 East Grand; and Paul Berry, 
manufacturers representative, in the 
sraniff Building. 
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W orking with 


Any school of ten or more classrooms is a prospect for a central sound 
system—offering a new market to the electrical wholesaler and contractor. 


UNIOUE 
example of cooperation be- 
tween educators 
and Government agencies is the re- 


and outstanding 


industry, 
cent publication of a booklet on the 


standards of “School Sound 
Systems.” This is the product of 


basic 


more than two years’, work by a 
joint committee representing the 
U. S. Office of Education, the Radio 
Manufacturers Association and the 
Association for Education by 
Radio, in which qualified members 
of the National Education Associa 
tion also participated. 
Shortly before World 
the U. S. Office of 
ducted a survey to determine the 
extent to which schools and school 
boards radio, phono- 
graph records, recorders and other 
audio aids to education. This sur- 
vey that a great deal of 
confusion existed in the minds of 
school administrators, school archi- 


War II, 


Education con 


were using 


showed 


tects and teachers with regard to 
the role that sound equipment could 
and should play in the school pro- 
grams. It showed that many schools 
had purchased one or more individ- 
ual classroom when their 
needs might better be met by a 
central sound system for greater 


radios 


86 


— 
a. 

ail 
— 
— 
— 
— 
a 


and additional services. 
that had 
assembled their own or purchased 
inadequate sound equipment. It 
showed the need of a “radio work- 
studio in some schools, a 
“control center” in others. It un 
covered a demand for an exchange 


Hexibility 


It showed some schools 


shop” 


of audio program ideas and ex 
perience. 
Above all, it showed that con 


tinued maintenance was a problem 
in school after school where the 
original selection and procurement 
of sound equipment had been dele- 
gated to a manual training teacher, 
music teacher, science teacher, grad- 
uate student or staff assistant who 
had since departed for parts un- 
known and left no adequate infor- 
mation or circuit diagrams that 
would permit his successor or a 
contractor to keep the system oper- 
ating at the efficiency for which it 
was designed. 

In the main, the responses to 
this survey showed that those who 
had once had experience with radio 
programs and microphone §an- 
nouncements, symphony transcrip- 
tions, language recordings and other 
audio aids to education would never 
again be satisfied to operate with- 





akers Now 








Sound equipment can play a vital role in school 
programs today. 


out these tools to quicker, better 


learning. 


U.S. Office of Education Determines 
To Do Something About It 
Stimulated by the findings of this 
survey, the U. S. Office of Educa- 
tion from 
typical schools, educational associa 


invited representatives 


tions, and a few manufacturers of 
equipment to attend a conference in 
Cleveland, Ohio, to try to estab- 
lish suitable standards for school 
sound equipment, installing and op- 
erating instructions and mainte- 
nance plans. This conference was 
held in the summer of 1944. 

The manufacturers who attended 
were impressed not only by the 
seriousness of the problem but also 
the enthusiasm of the educators 
and school radio men who were 
groping with it. At their sugges- 
tion, the Radio Manufacturers As- 
sociation, which represents more 
than 80 percent of the productive 
capacity of the industry, established 
a School Equipment Committee 
which offered to work with the 
U. S. Office of Education and rep- 
resentative educators, not respon- 
sible to the Set Division, Trans- 
mitter Division, Sound Equipment 
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Sells School Sound Systems in 


Extensive promotion of the use of radio 
and sound systems in schools by impor- 
tant government agencies and manu- 
facturers and educational groups has 
paved the way for large orders BUT- 


it requires lots of specialized know-how 


to bring home the bacon 


By Lee McCanne* 





Taken from 
“School 


illustration on the following page shows 


the pages of the above 
Sound Systems” booklet, the 


a suggested school sound system in- 
stallation, 

Division nor RMA Engineering 
Department. This soon became a 


standing committee reporting to 
the RMA Board of Directors, with 
an aim to develop basic standards 
which 
which would not favor any particu- 
lar method or pet 
one manutacturer. 


would be commercial yet 


views of any 
The educators 
welcomed the establishment of this 
committee of large and small manu- 
facturers, and joint meetings were 


subsequently held at Highland 





Park, Illinois, Cleveland, Columbus 
and New York City at approxi 
mately four-month intervals. More 
than half of the were 
held at Cleveland, where the 


meetings 
Joard 
of Education was most gracious and 
hospitable. 

\t the time this work was under 
taken the 
(Commission 


Federal Communications 
still conducting 
hearings in order to determine just 
where FM radio broadcasting—in 
cluding educational FM transmitter 
assignments—should_ be 
the spectrum. The capabilities of 


was 


located in 


wire, tape and film recordings were 
just beginning to be explored and 
the claims of their proponents were 
often in with  state- 
ments attributed to the producers 
of conventional and 
disc recordings. While it was real 
ized that specific information would 
later be needed on 
ceiving sets, recording equipment, 
record players and other compo 
nents of an overall sound 
system, and that many small schools 
with limited funds would have to 
be satisfied with one or two of 
these components rather than a 
centralized sound system, it seemed 


controversy 


experimental 


classroom re 


school 
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best to start with the overall sys 
tem and treat each component im 
general terms. Subsequent and 


continuing efforts of this joint com 
mittee are expected to result in fu 
ture booklets joint 
constructive thought with regard to 


representing 


classroom radio sets, phonograph 


combinations, educational transmit 


ters, electronic laboratory equip 


ment and other items 


Valuable to School Architects 
Combining the operational ex 
perience of educators who had used 
school sound systems for many 
years with the installing and main 
important 
producers of school sound equip 
ment, the new “School Sound Sys 
contains several 
pages of information on the 
struction and location of studios 
and control rooms, proper place 
ment of loud speakers in the audi- 
torium, in classrooms and elsewhere, 
the necessary acoustic treatment and 
facilities that will make it 
school architects. The 
booklet carries the 
file number for location in 
architects’ files, as recommended by 


tenance knowledge of 


tems’ Brochure 


con- 


storage 
valuable to 
cover of the 
proper 
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the American Institute of Archi- 
tects. RMA member manufactur- 
ers are encouraged to purchase 
quantities of the booklet from RMA 
headquarters for distribution, with 
suitable imprint, to school architects 
through their sound equipment dis- 
tributors. 


Valuable to School Administrators 
and Boards of Education 

Over half of the booklet is de- 
voted to the utilization of school 
sound system by school administra- 
tors, teachers, and students, includ- 
ing selected actual school day pro- 
grams of audio educational activi- 
ties. While publication of the book- 
let was financed by the Radio Man- 
ufacturers Association, the U. S. 
Office of Education is distributing 
30,000 copies to its mailing list of 
school administrators, both public 
and parochial, in important colleges, 
high schools, state educational agen- 
cies, educational trade papers and 
many elementary schools. 


Valuable to Contractors 

During the first year and a half 
of development of these basic stand- 
ards, there were many times when 
it appeared that no mutual agree- 
ment could ever be reached on the 
specifications for school sound sys- 
tems, including what should be 
provided in a centralized two-chan- 
nel system for larger schools or a 
single channel system for schools of 
moderate size, and in auxiliary sys- 
tems for the auditorium, gymnasium 
and elsewhere. Slowly, the ideas 
with regard to requirements and 
equipment bezan to crystalKze. Not 
until three successive meetings had 
been held with little or no change 
called for in this part of the material 
did the joint committee feel that 
it had covered the subject wisely 
and well, and give this material its 
joint approval. 

These are the minimum standards 
which should be met, in the opin- 
ion of many of the educators as well 
as many equipment manufacturers 
who participated in this study. Nev- 
ertheless, they will seem ideal and, 
without a determined effort to im- 
plement them with proper appro- 
priations, may seem beyond the 
means of many schools large 
enough or with diversified class- 
room interests enough to warrant 
the flexibility and collateral advan- 
tages of a central sound system. 





radio broadcasts. 


social sciences. 





aby 


Public Address Use in New York City Schools 


A proposal was submitted to the Board of Superintendents of New 
York public schools at the Board of Education's headquarters, 110 
Livingston Street, Brooklyn, by a committee of teachers and super- 
visors that has been studying the idea. Central address systems have 
been installed in a few of the city's newest schools and have been 
found effective in making announcements or in picking up important 


In its report to the superintendents, the committee declared that 
the central public address system would be a desirable teaching aid 
for subjects in which instruction is largely auditory, such as music, 
speech, foreign languages and some aspects of the physical and 


Contend'ng that the "audio mindedness of our school population 
can be utilized and exploited to help develop inquiring minds and 
good citizens," the committee said that the public address systems 
in the schools would be an aid in promoting "desirable habits, atti- 
tudes and appreciation" in radio listening. 

"Large groups in cafeterias, gymnasiums, auditoriums and shops 
can be communicated w'th or taught in effective fashion by use of 
this medium," the report asserted. 

Excerpts from NEW YORK TIMES, July 22, 1947. 








Yet, all who participated agreed 
that the possibility of installing a 
central sound system should be ex- 
plored thoroughly before cny de- 
cision is reached to substitute in- 
dividual classroom radio sets or 
phonograph combinations. 

In addition to the value of this 
booklet as a tool to sell centralized 
school sound systems, contractors 
will be interested in its insistence 
upon adequate installing informa- 
tion and a maintenance contract to 
provide periodic tube checking, mi- 
crophone and speaker maintenance 
through the years, which brines 
about periodic occasions for call- 
backs to consider expansion of the 
modernization of its 
various elements. 

Yes, it is unique to find a Gov- 
ernment agency willing to distribute 
and a trade of radio 
manufacturers ready to put up $10,- 
000 to publish information helpful 
to all school boards, school admin- 


system or 


association 


istrators, school architects, contrac- 
tors, and sound equipment manu- 
facturers, with particular emphasis 
on no one method or brand of equvip- 
ment to achieve the results that are 
contemplated. 


Sales Opportunities 
For School Sound Systems 


As Joyce Jackson disclosed in the 
October ’46 issue of ELECTRICAL 
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WHOLESALING, enrollment m= pri 
mary and secondary schools has in- 
creased approximately 766,000 in 
the past seven years, and eighteen 
states already have detailed plans 
for coordinated educational broad- 
casts, while eleven others have well 
advanced plans. 

The State of Wisconsin, I am 
told for example, will shortly un- 
dertake installation of seven high 
powered FM educational transmit- 
ters, strategically located to cover 
the State, with wire lines and unat 
tended relay stations to link them 
together on occasions when it is 
desired to use them for a statewide 
network rather than as individual 
transmitters. Plans are under way 
to link this Wisconsin network with 
educational transmitters 
boring states. 

This creates a huge market for 
FM classroom radio sets. At the 
same time for each 100 small schools 
employing classroom radios, it has 
been estimated that there are three 
to ten schools that would be better 


in neigh 


advised to install central sound sys- 
tems. In general, any school with 
ten or more classrooms is a prospect 
for an installation of this type. 





*Lee McCanne is Vice President and 
General Manager of the Stromberg- 
Carlson Company and was chairman of 
the School Equipment Committee of the 
Radio Manufacturers Association. 
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TRUCOLITE** 


Now OFFER THESE 
Lighting-Extras OF ALZAK 


/ . Tough, durable reflecting surface with 
lifetime high efficiency. 


2. Increased Light Control for better 
light distribution. 


- Lower surface brightness and re- 
duced glare for more comfortable, 
more efficient seeing. 


yf. ALZAK will not chip, crack, check, 
craze, break or peel! it is not 
affected by dust or dirt. 


5: ALZAK provides permanent protec- 


*Trade Mark Registered. Patents Pending. 


**Trade Mark Registered. U.S. Patent No. 122586— 
others pending. 


~ 
. 


Se PRES 
Pika 


tion for your Lighting Equipment. é: 


nil Permanent PROTECTION 


FOR YOUR LIGHTING DOLLARS 


CoM ALZAK’ 


ALUMINUM REFLECTORS 


naa to and ALZAK Reflectors are good invest- 
ments because they are so permanent, wear so 
well, give such fine service and do not depreciate! 


ALZAK lasts a lifetime! ALZAK Aluminum Reflectors 
are electrolytically brightened, then coated with a 
tough film that is second in hardness only to the 
diamond! Even hard knocks and bumps will not 
crack, chip, check, craze, break or peel this film; 
neither will dust or dirt discolor it. ALZAK is perma- 
nent protection for your lighting equipment! 


Guth ALZAK Reflectors offer you finer quality 
illumination for faster, surer, more comfortable seeing. 
ALZAK Reflectors give snap and sparkle to Fluorescent 
Light; they control light rays more accurately; they 
present lower surface brightness—lamps seem to 
blend into the Aluminum surface; and they reduce 
annoying glare. 


The superior performance of ALZAK Reflectors can be 
enjoyed indefinitely, for each time they are properly 
cleaned they are restored to their original efficiency. 
There is no depreciation to an ALZAK Reflector. 


GUTH FUTURLITERS and TRUCOLITES now 
offer improved lighting performance 
with ALZAK Aluminum Reflectors. Write 


today for complete details; 


ask for Form 833-7- 7 
ST. LOUIS 3, MO. 












THE EDWIN F. GUTH co. 


*Trade Mark Registered and Patented by 
The Aluminum Company of America. 
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SECOND OF A SERIES 


“Know-How” Builds Bigger Sales 
‘Ee Ola and New ( cutpasters 





By Leo E. Mayer 





Past President, National Electrical Con- 
tractors Assn.; Manager, Contractor Sales 


Dept., Hyland Electrical Supply Co. 


HE wholesaler’s salesman who 

has the know-how, to advise 

the new contractor on account- 
ing or bookkeeping procedure can 
place himself in the key position for 
getting the bulk of that contractor’s 
orders. 

In no business so much as in the 
contracting business, is it so manda- 
tory to keep complete records. To 
be sure, there are contractors now 
operating at a profit who write work 
orders and bills of material on the 
handiest scrap of paper, and file 
everything under “C” for 
fusion.” 
particular 


“Con- 
sut who can say that those 
contractors would not 
show a greater return for their ef- 
fort if they installed a workable 
method of keeping books. 

The salesman should point out to 
the new contractor that he will be 
wise to rely on a sound system, 
rather than on memory. On the 
other hand, it is well to remember, 
that there are systems that become 
so involved the cost of maintaining 
them is out of proportion to their 
value to the contractor. 

The bookkeeping set-up should 
tell a story at a glance—how much 
the job is costing and how much the 
contractor is making on it. The 
factors affecting cost and profit are 
material, labor, office overhead and 
incidental expenses. 

By setting up the following sug- 
gested basic records, an understand- 
able bookkeeping system can be op- 
erated. It is acknowledged that 
there are other systems that achieve 
similar results, but for the purpose 
of discussion, it is feasible to outline 
only this specific method. 

1. Cash and journal book for 
daily record of business trans- 
acted. 

A suggested cash and journal 
book is shown on next page. The 





| pat e's, ‘ 





THE CONTRACTOR must be able to look to the wholesaler’s salesman for the 
cost on each and every electrical item that goes into completing his installation 


work, 


ten columns on the debit side are 
given appropriate headings—cash 
receipts, office expense, general ex- 
pense, accounts payable, labor, mer 
chandise, accounts receivable, gen 
eral ledger. On the credit side the 
headings would be cash disburse- 
ments, discounts earned, accounts 
payable, accounts receivable, mer- 
chandise, sales and general ledger. 

The advantage of this horizontal 
arrangement of column headings is 
that only totals of each column have 
to be transcribed in the ledger on the 


appropriate page at the end of the 


month. The only exception is gen- 
eral ledger (miscellany), which 
items should be given individual 


ledger pages, not covered by other 
columnar headings. 

2. Ledger for monthly and an- 
nual summary of business trans- 
acted. 

The ledger will reflect monthly 
an annual volume of business and 
should be in entire agreement with 
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the cash and journal book. The 
titles of the ledger pages will be 
the same as those in the cash and 
journal book, plus title for general 
ledger items. 

3. Payroll record for assem- 
bling data from individual time 
cards. 

For payrolls, a separate book 
should be kept showing the em- 
ployee’s name, social security num- 
ber, rate per hour, hours worked 
each day, gross weekly earnings, 
withholding tax deducted, social se- 
curity deductions and war bond pur- 
chases. There are standard loose 
leaf binders and sheets available for 
this expense purpose. The total of 
each week’s payroll should be posted 
in the cash and journal under the 
title “Labor” on the debit side, and 
“Cash” on the credit side, those fig- 
ures to be taken from the payroll 
book. 

Individual time cards should be 
kept for each man for each job. A 
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time card should be made up by 
the foreman or mechanic for each 
job, regardless of how many cards 
are required to cover the period of 
one week. This is done so that the 
time cards can be filed under the 
job number, thus making the labor 
record accessible at all times. 

4. Job register for maintaining 
an index of jobs. 

To start a job register, jobs 
should be numbered consecutively 
beginning with number one, in a 
book with sufficient space to show 
name and address of customer, name 
and address of job, as well as the 
type of work to be done. This num- 
ber, once assicned, should be shown 
on every bill of material, work or- 
der, or other expense item relating 
to that job. It is the key to the job 
cost and should always be shown. 
If additional work is called for be- 
yond the original specifications, the 
number of the job should remain the 
same. The extra work will he desig- 





THE BOOKKEEPING system to be efficient and practical should te!l at a glance 
how much a job is costing and how msch the contractor is making on it. 


listing all material necessary for the 


the total amount in dollars that will 























c 
nated by an alphabetical suffix, such job. This sheet should be standard be recorded on the job cost card. 
as 1-A, 1-B, 1-C, ete. in that it will always give the name The page number gives ready refer- ‘ 

5. Job cost cards for recording and location of the job, the job ence to the material sheet binder 
material, labor and incidental number, catalog number and de- and eliminates the task of rewriting i 
costs of job, information obtained scription of items. Both copies are on the job cost card all the items of i 
from bills of material and work sent to the s‘ockroom or order de- material delivered to the job. In ‘ 
orders. partment where the order will be this way, the contractor can tell in C 

When the job is started, a job cost filled. The duplicate will be sent to a brief review of the job cost card, \ 
card should be made up for the job, the job with the ma‘erial so that the just how the job is running. If I 
giving name and address of job, foreman will know what i‘ems have there is any question about material ( 
job number, work required, amount been delivered. The original of the delivered to the job, he has only to I 
for which contract was let. If time bill of material will be given to the locate the proper page in the binder I 
and material, it would be indicated bookkeeper or clerk for pricing and as indica‘ed on the job cost card. t 
on the cost card. This card is ruled extensions. On time and material jobs where 
in columns to show the number of A strong binder should be kept material will be itemized as to kind ( 
the material sheet and the total in in which to retain the original mate- and quantity, he has only to refer ( 
dollars as represented by the mate- rial sheets. Each sheet will be as- to the page numbers in the binder f 
rial sheet. signed a page number (starting with to prepare a listing of material 

The material sheet—or bill of ma- number one) and inserted in the delivered. f 
terial—is prepared in duplicate, binder. It is that page number and The next step is to prepare in ( 

WleckmBE&R SIV 4 
mil EBLE 
£xp nterest\A< Mose. \\Labeor |\|\Cash 
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THE BOOKKEEPING system must not become so involved and complicated that 
the cost of maintaining it is out of proportion to its value to the contractor. 


duplicate the work order, giving the 
job name, location and job number, 
and description of work to be per- 
formed. The duplicates can be kept 
in job number order on a clip board 
in the office. The original will be 
sent to the foreman on the job. Upon 
completion of the job, that original 
will be signed and dated by the fore- 
man and returned to the office. The 
copies wil! be filed in a permanent 
binder, numerically according to job 
number, after the invoice is rendered 
to the customer. 

Labor is posted on the reverse side 
of the job cost card after payment 
of the payroll, hours to be taken 
from the payroll record. 

6. Accounts receivatle cards 
for maintaining customer ac- 
counts. 


The accoun‘s receivable cards will 
contain all pertinent information re- 
garding, the customer—name, ad- 
dress, phone number. The cards are 
ruled to show debits and credits. 
On these cards will be recorded the 
total amount due from the customer 
for each invoice rendered. This 
amount will be entered on the debit 
side. His cash payments will be 
entered on the credit side. If the 
job is time and material, an invoice 
will be prepared by referring to the 
page numbers on the job cost card. 
If the job is on contract, the invoice 
will sta‘e the work performed and 
the contract price. 

At the end of each month, the 
invoices rendered to the customers 
are totaled. That accumulated total 
will be entered in the eash and jour- 


nal book under accounts receivable 
on the debit side. On the credit side 
that total will be entered under sales. 
There will be only twelve such en- 
tries each year. 

7. Accounts payable cards 
maintaining vendor accounts. 

Accounts payable should be set 
up on another set of cards, ruled to 
show debit and credit. The vendor’s 
name, address and phone number 
wil be shown. A 
can be 


for 


voucher system 
followed by preparing a 
voucher for each vendor and record- 
ing the accounts and datés thereon 
as material is invoiced. At the end 
of the month, the vouchers written 
during the month will be tallied and 
that accumula‘ed total posted in the 
cash and journal under merchandise 
on the debit side, and to accounts 
payable on the credit side. When 
the vendor is paid, the check number 
is recorded on the respective 
voucher. The monthly total of mer- 
chandise recefved from each vendor 
as shown by the voucher is posted 
on the accoun‘s payable card at the 
end of the month on tlie credit side; 
cash payments to the vendor will be 
posted to the debit side. 

By way of summary—it is vital 
for the contractor to know his cost 
on each and every item of expense 
—material, labor, inspection or de- 
livery charges, and other incidental 
expense—whether the job is con- 
tract or time and material. A bill 
of material is made out for any and 
all of these i‘ems. 

It is highly desirable for the sales- 
man to point out to the contractor, 
that this or any other system is only 
as good as it ts accurately and con- 
sisten‘ly kept up to date, and is prac- 
tical in application. 
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Your Sales Witt Soar It You 
How Using ‘These Displays 








LAMP. A merchandiser of the ''self-service’ 
type for floor use holding a balanced stock 
of lamps is available from Solar Electric 
Corporation, Warren, Pa. Constructed of 
heavy aluminum finish wire it carries a 4- 
color baked enamel sign at the top with 
sales message. Individual lamps are mount- 
ed over the sign. 





COFFEE MAKER. A compact counter dis- 
penser display which holds one dozen glass 
filter rods has been announced by the Cory 
Corporation. Featured on the left is an 
illustration of a glass coffee brewer with 
space die-cut to fit an actual filter rod. 
Rod cartons are placed on the right. The 
entire unit measures 12 inches wide by 9 
inches high by 6 inches deep when erected 
and is printed in three colors. 
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in the door—it's now a reality! 


orders). 


used correctly by his dealers. 





THE welcome spectacle of warehouse shelves starting to bulge once again with 
electrical items that were in short supply for so many years brings forcefully to 
our attention that competition has suddenly moved around the corner and right 


One element in the competitive picture, sometimes overlooked by the salesman 
in the zest of chasing down orders, is the definite sales help that is available 
to the dealer through the wise and full use of display material (and don't forget 
it can bring a good return to the wholesaler's salesman in the form of increased 


Much time, thought and money has been spent, is now being spent and will 
continue to be spent by aggressive manufacturers everywhere on point-of-sale 
display material that will increase turnover for the dealer. 
the sudden offspring of hap-hazard thinking or snap decisions; it is material 
that is tried and tested long before it reaches the dealer's hands—and, as such, 
is a vital part of the dealer's promotional plans. 

It will profit the wholesaler's salesman to see that this material is used and 
"Out of sight is out of mind" and what the 
prospective buyer does not see he will not buy. 


This material is not 


The EDITOR. 








BATTERY. Holding two dozen popular-sized 
flashlight batteries, this display carton, be- 
low, is designed for counter or window use 
and measures only 5"x8"'. Colorful red, yel- 
low and blue finish features pertinent and 
eye-catching selling copy. Unusual fold fea- 
ture on bottom permits tilt-view display of 
betteries in the carton. Ray-O-Vac Company, 
Madison 3, Wisconsin. 








HEATING PAD. Package for the new line 
of General Electric heating pads is a 
unique cylindrical carton designed for re 
use as a smart knitting bag. The 'Carousel’ 
point-of-sale, display illustrated 
shows five merchandise pads and one dem 
onstration water-proof pad in one-third the 
space taken by ordinary displays. The dis 
play is shipped disassembled. 


counter 


ELECTRICAL WHOLESALING—November, 1947 

















47 


J ust Show 


Builds Sales Pes 


our Dealers 


hem 








CHIME. To help merchandise a 3-way 
door chime, Edwards and Company, Nor- 
walk, Conn., now has available an attractive 
metal counter merchandiser, designed to 
take up a minimum of counter space and 
furnished with push buttons so that the 
chime may be operated by the customer. 


Chime 
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= 
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REFRIGERATOR. 
the door of the Westinghouse Two-Temp re- 
frigerator, seven cubic foot model, gives a 
graphic sales picture of its food storage 
capacity. The picture is full size and shows 
the ice and frozen food storage space avail- 
able as well as the normal and high hu- 
midity compartments. 





A nine color poster for’ 








RADIO TUBES. The first of a new series of 
posters for window and store display by the 
RCA Victor Division of Radio Corporation 
of America is in four colors and on stiff 
board. Measuring 21" high this first poster 
features "Reliable Radio Repairs" and a 
tube carton. 





| Buy Bulbs Like Lges 
HANDYS-PACK 


ae ere = =< 





LAMPS. 


With the shipping carton itself 
serving as a counter display merchandiser, 
Sylvania Electric Products lamp display unit 


takes up less than 13 by 21 inches of 
counter space and contains an assortment 
of 120 lamps pre-packed. The unit con- 
tains a multiple purpose display card which 
is used to reinforce and decorate the back 
of the merchandiser and identify its con- 


tents. All necessary pricing and advertis- 
ing information is also supplied in the 
carton. 
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DARKROOM LAMPS. With a top die-cut 
and scored in such a manner that it can be 
folded back for display purposes at point- 
of-sale, this carton, below, holds one-half 
dozen photographic lamps. The design on 
carton top shows the lamps in proper use 
in the photographic darkroom and makes it 
usable for counter or window. North Amer- 
ican Lamp Company, St. Louis, Mo. 





WALL PLATES. A display card, 22" wide 
by 27!/." high printed in four colors and 
with a double wing easel for counter or 
window use, carries actual samples of the 
various types and colors of molded electric 
switch plates and wall shields. Gits Mold- 
ing Corp., Chicago 54, Ill. 











CLOCK. Space-saving and compact, this 
clock display, above, is suitable for use in a 
display shelf, on a counter or in a window. 
Quilted satin backing rests on a gold base. 
Heavy-weight clear plastic dome keeps out 
dust and dirt and lifts off easily so that 
different clocks may be shown in the unit. 
Available at cost of $1.00, or $1.25 with 
dummy clock. Telechron, Inc., Ashland, 
Mass. 


gnd all thru the HOUSE 


the RADIO they want is 


Westinghouse 


RADIOS. To tie in with their national ad- 
vertising campaign Westinghouse Electric 
Corp., Pittsburgh, Pa., offers this point- 
of-sale display in color—one of a series 
of four currently available. 


ELECTRIC IRON. Window and polnt-of- 
sale material all in one package has been 
introduced by the Proctor Electric Co., 
Philedelphia, Pa. Included are a giant 
replica of their electric iron for window use, 
a counter display, dealer selling aids, sug- 
gested spot radio announcements and a 
folder featuring mats and special copy. 
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ELECTRIC HEATER. A cutaway or “skele- 
ton" portable heater has been made avail- 
able to wholesalers and dealers by the 
Electromode Corp., Rochester, New York. 
Attractively chrome-plated for window or 
counter use, the skeleton heater enables the 
salesman to point out quickly the exclusive 
features of the heater. 


STRIPPER. Lithographed in 3-colors, this new 
metal display demon-trates the "Speedex" 
wire stripper of the Wood Specialty Manu- 
facturing Co., Rockford, Ill. It is so de- 
signed that the prospect can actually use 
the stripper on the display. A pocket on 
the left hand side of the counter display 
holds circulars. 


LAMP DISPLAY. Store merchandising dis- 
plays have been developed by General 
Electric's Lamp Department so that the six 
basic units can be combined into counter 
displays, wall, corner, platform and window 
displays in more than one hundred combina- 
tions. They are made of 5-ply fir plywood 
and finished with one coat flat gray paint. 
The units are shipped knocked-down with 
all holes pre-drilled and small hardware for 
assembly included with each unit. 


FLUORESCENT FIXTURE. A point-of-sale 
display and actual demonstration panel has 
been introduced by Moe-Bridges Corp., to 
merchandise its UNITE-A-LITE fluorescent 
fixtures. The main panel shows the strip 
with all its attachable reflectors and a sec- 
ond panel, set out from the top, has two 
open strips that can be moved back and 
forth which the customer is invited to try. 
Measures 60 inches wide by 65 inches high; 
maroon on blue background. 


SOLDER. Designed to hold cans of coiled 
solder for purchase by the smaller user, 
these metal reinforced cartons make an 
attractive and convenient display at point 
of sale. Alpha Metals, Inc., Brooklyn 1, New 
York. 


AN\ 


LAMPS. A metal merchandiser of the "silent 
salesman" type, this display, above, is 315 
inches long by 6% inches high. It is illu- 
minated by a 20-watt fluorescent lamp im- 
printed with the manufacturer's name and 
holes are provided on both ends of the mer- 
chandiser for feature displays of unlighted 
incandescent lamps. It is finished in bright 
orange and blue and has been designed as 
a traffic light to stop the customer and 
direct attention to the lamp department. 
Can be used effectively in high-lighted mass 
displays of lamps, with counter displays, on 
ledges, or in window displays. Available at 
a cost of $1.00, plus shipping costs from 
company's division offices. Westinghouse 
Electric Corporation, Pittsburgh, Pa. 
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NEW PRODUCTS CATALOG SECTION 





Fittings, Connectors, 





CONNECTOR 





A connector with cross-groove design that 
permits connection of ground bus either 
parallel to or at right angles to driven rod 
or pipe. Type GAR can be supplied for all 
sizes '/2 inch rod through 6 inch I.P.S. and 
No. 8 sol. through 750 Mcm ground cor- 
ductor. Burndy Engineering Co., 107 Bruck- 
ner Blvd., New York 54, N. Y. 


CONNECTORS 





A series of connectors to provide a single 
type of fitting capable of terminating prac- 
tically any kind of cable or cord in a stan- 
dard '/2 inch K.O. Type C-I5 has '/2 inch 
thread to fit '/2 inch knockout and accommo- 
dates rubber jacketed cords or any type of 
cable having an outside diameter of from 
3/16 inch to '/2 inch. Maximum cable clamp 
opening 33/64 inch, minimum opening 3/16 
inch. Type C-15S has ¥% inch thread and 
over-sized locknut to fit '/2 inch knockout. 
Maximum cable clamp opening 33/64 inch, 
minimum opening 17/64 inch. Type C-I5L 
has '/2 inch thread to fit '/2 inch knockout. 
Maximum cable clamp opening 33/64 inch, 
minimum opening 17/64 inch. All connectors 
in the series will accommodate various sizes 
of non-metallic sheathed cable. Gedney 
Electric Co., 1270 Sixth Ave., New York 20, 
N. Y. 


CONNECTOR — - 





One-piece, hinged connector, available in 
twenty-four sizes, has spring steel lock wash- 
ers (tin-plated); grip holding serrations on 
wire-contact surface; highly conductive cop- 
per alloy body. One end of connector is 
simply snapped over the main and tight- 
ened, the other has serrated openings to 
which a tap can be run in any of three 
directions. It will accommodate wire com- 
binations ranging from No. 8 to 1,000,000 
CM. O. Z. Electrical Manufacturing Co., 
262 Bond Street, Brooklyn, N. Y. 





CONNECTOR 


A seamless bronze connector protected with 
a translucent high dielectric plastic insulator 
that is impervious to oil, grease, water 
chemicals and acids. The insulator is bond- 
ed to the connector and cannot slip or be- 
come accidentally detached. A _ single 
squeeze of the installing tool permanently 
connects both wires and insulates the con- 
nection. Thomas & Betts Co., Inc., 36 Butler 
Street, Elizabeth |, N. J. 





WIRE CONNECTORS 








A line of hot-molded plastic solderless wire 
connectors designed for quick, easy joining 
of standard gauge electrical wires. These 
connectors come in several sizes for connect- 
ing various combinations of 10 to 18 gauge 
solid or stranded wires. These connectors 
may be used for making permanent wire 
connections or for “roughing in" work with- 
out the use of tape, solder or flame. The 
connectors are screwed on when wire ends 
are stripped. The small size permits its use 
in switch boxes, fixtures, fuse boxes, appli- 
ances and many other applications. Solar 
Electric Corp., Warren, Pa. 


WIRE CONNECTORS——— 





This universal solderless and 


"4-in-1"" size, 
tapeless wire conn&éctor is approved by the 


Underwriters’ Laboratories for joining 46 
different wire combinations ranging from 2 
No. 18 to 4 No. 14 with | No. 18 or 2 No. 
12 with | No. 16, solid or stranded wires. 
Designed for making fixture joints, roughing- 
in joints, sign wiring and joints in electrical 
equipment and machinery, it is a one-piece 
device, made of plastic and has a coiled 
spring insert. Holub Industries, Inc., Syca- 
more, Ill. 


ELECTRICAL WHOLESALING 





98 


ELECTRICAL WHOLESALING—November, 


ne 


1947 

















Receptacles, Ete. 














RECEPTACLE ni 





Available in brown or ivory, this duplex re- 
ceptacle of aall-plastic construction is 
equipped with large, readily accessible 
binding screws. The yoke is equipped with 
detachable plaster ears and double-sided 
contacts securely grip the blades. The Bry- 
ant Electric Co., Box D, Barnum Station, 
Bridgeport 2, Conn. 


RECEPTACLES AND PLUGS 





A line of receptacles, plugs and cord con- 
nectors for 30 amperes, 440 volts, a.c. The 
products are designed for heavy duty indus- 
trial purposes, and many other applications 
such as for the connection of power-driven 
tools and portable equipment; heavy duty 
vacuum cleaners, floor polishing and waxing 
machines; automobile polishing machines and 
many other heavy duty and high cycle ap- 
plications. Among the features are: Recep- 
tacle has fully protective hinged cover and 
gasket, strong spring keeps door closed and 
dust-tight, solderless terminals with metal 
shield for protecting terminals, compact de- 
sign, yet large capacity. Plug contacts are 
precision-machined, self-wiping and self- 
aligning, and positive grounding. Locking is 
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automatic and positive. Plugs and connec- 
tors entirely steel-clad, cadmium finish and 
with dustproof protection. All interiors of 
molded phenolic material. Russell & Stoll 
Co., Inc., 125-17 Barclay St., New York 7, 
W.. ¥. 


SOLDERLESS LUG 


This solderless lug consists of two parts 
and is made in 70, 100, 200 and 400 ampere 
sizes. It is made especially low so as to be 
usable for connections, where space saving 
is of particular importance. Ilsco Copper 
Tube & Products, Inc., Cincinnati, Ohio. 





DUPLEX CONVENIENCE OUTLET - 


This duplex convenience outlet features a 
plastic housing, built in yoke, washer type 
plaster ears and double sided contacts which 
assure proper mechanical and electrical con- 
nections, plus the added feature that it can 
be installed for either side or back wiring. 
The large head terminal screws are used in 
the conventional manner for side wiring. 
For back wiring the stripped wire is inserted 
from the back and securely gripped by in- 
dividual clamps. Bryant Electric Co., Box D, 
Barnum Station, Bridgeport 2, Conn. 





RICAL WHO 





RECEPTACLE 





This safety receptacle has a rotary dial cap 
that turns with the plug and snaps closed 
when the plug is withdrawn. User's fingers 
must be out of the way before the plug can 
fit in. Spring action prevents plug from 
falling out. Double walls of plastic isolate 
all current carrying parts. Approved by Un- 
derwriters' Laboratories, Inc. Bell Electric 
Co., 1844-50 W. 2Ist Street, Chicago 8, Ill. 


STEEL PLUGS 





This steel plug has an overall length slightly 
smaller than corresponding zinc plug types. 
The integral clamp has a minimum cable en- 
try of '/4 inches and a maximum of 5/16 
inches. Instead of a rib design, a portion of 
the shell is straight knurled. The socket in- 
sert assembly carries a latch-lock device. 
The rugged construction of the shell makes 
it adaptable to other uses than sound, pro- 
viding the amperage requirements of the 
circuits do not exceed the |5-amp. rating of 
the three contacts, and the minimum flash- 
over voltages not more than 1500 volts (250 
volts working voltage) under normal condi- 
tions. Bright nickel is the standard finish. 
Cannon Electric, 3209 Humboldt Street, Los 
Angeles 31, Calif. 
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NEUTRAL BAR 





Manufactured in three sizes (70, 125 and 
225 amperes) these neutral bars have a 
standardized spacing between outlets of 
| 63/64 inches. These bars have Under- 
writers’ Laboratories approval as follows: 70 
ampere for a ma:imum of 14 outlets, 125 
ampere for a maximum of 30 outlets and the 
225 ampere for a maximum of 42 outlets, 
all of these plus live load. Will take from 
#14 to #8 wires in outlets. Ilsco Copper 
Tube and Products, Inc., Cincinnati, Ohio. 


nTnNee —_—_$____ 





Made in four sizes to take from #14 to 4/0 
wire this Lug-it is designed for either strand- 
ed of solid wire. Constructed of bronze the 
double thickness at the screw threads pro- 
vides great tightening force. The tongue, 
which is serrated for good contact and high 
conductivity, travels through the body thus 
providing direct contact of wire to tongue. 
Underwriters’ Laboratories approved. Thomas 
and Betts Co., Inc., 36 Butler St., Elizabeth 
1 N. JL 


COVERS 





A series of eight covers designed to take 
single receptacies, duplex receptacles, tum- 
bler switches, surface devices, screw type 
sign receptacles, surface type sign recep- 
tacles, condulet devices, and fixtures and 
drop cords. Each cover is equipped with 
two mounting straps which snap around the 
beads of the raceway base and perform the 
double duty of providing the mounting for 
the device and for the cover itself. Straps 
take up no space in the raceway leaving 
maximum room for the conductors. The 
Wiremo!d Company, Hartford 10, Conn. 





CONDUIT-END BUSHINGS ———_____ 


This insulated conduit-end bushing is molded 
of impact resistant plastic. Sizes '/2 inch 
through | inch are from paper impregnated 
material; sizes |'/, inches through 6 inches 
are from canvas impregnated plastic. In- 
side of lip is beveled to remove cutting 
edges. Union Insulating Company, Inc., 
P.O. Box 351, Parkersburg, W. Va. 





BUS DUCT — ee 


A continuous electrical bus bar distribution 
system housed in a sheet metal enclosure 
with plug-in openings on 12 inch centers. 
Installation is simplified through the use of 
adjustable clamps which are easily posi- 
tioned to suit hanger locations. Manufac- 
tured in 10 foot lengths and is detivered 





ready for installation. Federal Electric Prod- 
ucts Co., 50 Paris Street, Newark 5, N. J. 


CLAMP 








An all-purpose clamp that grips round or 
flat objects up to one inch in diameter or 
width. A slight twist of the large finger-tip 
knob exerts pressure and the clamp will 
carry up to 150 amps. continuously and 200 
amps. intermittently. Solderless lug accom- 
modates #2 wire minimum, #0 wire maxi- 
mum and swivels around the clamp, per- 
mitting wire or cable to hang in a natural 
position. Trico Fuse Mfg. Co., North Fifth 
at West Chambers. Milwaukee 12, Wisc. 


I Cr cs 


Available in seven sizes these plastic expand- 
ing anchors accommodate all lengths of 
screw sizes ranging from No. 5 to No. 20, 
or '/44 inch and 5/16 inch lag screws. An- 
chors may be used with wood screws or lag 
screws and can be cut to any required 
length with cutting pliers, knife or a saw. 
Holub Industries, Inc., Sycamore, Illinois. 
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SHIELDED LEAD-IN LINE———___—- 


A shielded lead-in line for FM and tele- 
vision. It is a flat oval cable consisting of 
twin parallel stranded bare copper conduc- 
tors, polyethylene insulation, bare copper 
braid and Densheath jacket overall. It is a 
very flexible construction. It features a high 
signal to noise ratio and can be used in con- 
gested areas or wherever there is evcessive 
electrical interference. Anaconda Wire and 
Cable Company, 25 Broadway, New York 4, 
N. Y. 


ELECTRICAL CORDS = 





A line of portable electrical cords featur- 
ing a heavy-duty rubber jacket to provide 
increased protection against abrasion and 
damage. The thickness of the jacket has 
been increased 30 to 60 percent without in- 
creasing the over-all diameter of the cord. 
The new cables will be made in sizes 10 to 
18 with two, three or four conductors, with 
or without steel wire reinforcement. They 
are designed to withstand extreme flexing, 
constant movement and surface abuse. They 
are intended for use on tools, washing 
machines, portable lamps, sound equipment, 
refrigerators, heaters, cash registers and 
other electrical equipment. U. S. Rubber 
Co., Rockefeller Center, New York, N. Y. 


EXTENSION CORD REEL———______ 





This cord reel has many applications and 
can be used with vacuum cleaners, electric 
lawn mowers, electric hedge cutters and 
many other electrical appliances and prod- 
ucts. It is designed to minimize wear and 





MAGNET WIRE, rectangular in shape and insulated with 
Fiberglas, is wound on a transformer coil; one of the many 
uses in the electrical equipment field for this type of insula- 


tion, 


tear on electric cords, thus reducing hazards 
from fire and otherwise. The reels make 
more cord available as needed, up to 25 
feet. The excess cord is retracted, out of 
the way, when not needed. Rubber cups 
on bottom of reel usually permit pulling 
cord out without holding reel. Overall 
dimensions are approximate'y 2!/, inches 
high by 8 inches in diameter. Benjamin Reel 
Products, Inc., 10700 Broadway, Cleveland 
5, Ohio. 


NEON SIGN CABLE — 





The combined features of polyethylene and 
flamenol in a new neon sign cable provide 
high resistance to electrical stresses, weath- 
er, flame, ozone, water and oil, according 
to the manufacturer. The new cable is 
smaller and lighter than pre-war types. It 
has an overall diameter of 0.254 inches and 
is 26 mils smaller than the old 5,000 volt 


Owens-Corning Fiberglas 


Corp., Toledo 1, Ohio. 


cable. The polyethylene insulation offers 
dielectric strength of 1000 to 1100 volts 
per mil at 25 degrees Centigrade. It has 
a power factor of 0.0003 and a dielectric 
constant of 2.3 at 25 degrees Centigrade. 
It is rated for 15,000 volts but can be 
used for 500 and 10,000 volt applications. 
General Electric Company, Schenectady 5, 
New York. 


MINE TRAILING CABLE —— 


A cable featuring a copper braid over the 
conductor to trap current leakage and pre- 
vent mine eyplosions is now available. Where 
cable insulation is damaged in any way, 
current leakage jumps to the copper shield 
and flows through a circuit breaker. The 
breaker is tripped instantaneously and the 
power shut off before an arc can occur. 
United States Rubber Co., 1230 Sixth Ave., 
New York, N. Y. 
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Electrical Motors and 





RELAY —————— = 





This relay, which can be supplied for either 
a.c. or d.c., is designed for SPDT switching 
of 50 ohm coaxial lines. An inspection port 
at the top permits access to internal '/4 inch 
silver contacts. The relay has 3/16 inch sil- 
ver external contacts for simultaneous con- 
trol of indicator lights and other associated 
circuits. Connectors are amphenol 83-IR 
for RG-8U coax cable. When used with 
RG-8U coax, the standing wave ratio is 
1.02. Advance Electric & Relay Co., 1260 
West 2nd Street, Los Angeles, Calif. 


RELAY 





Designed specifically for use with single 
phase a.c. capacitor motors for oil burners, 
refrigerators, floor polishing machines and 
other applications. External or remote 
mounting of the relay is permissible. Con- 
tacts are single pole normally closed suit- 
able for operation of a load as large as | 


hp., 115 or 230 volt, 60 cycle capacitor 
motor. Measures !'/2 inches high by 1% 
inches wide by | 15/16 inches long. Ward 
Leonard Electric Co., 31 South St., Mount 
Vernon, New York. 


CIRCUIT BREAKER 





Small-sized, 1034 inches high by 6 inches 
wide, this 225 ampere frame industrial cir- 
cuit breaker has a solderless connector which 
facilitates the insertion of heavy cable by 
swinging open the hinged top of the lug. 
Trip ratings are 125 to 225 amperes. Volt- 
ages are 125-250 volts d.c., 250 volts a.c., 
600 volts a.c., 250 volts d.c. Side operated 
handle for 3 and 4 wire solid neutral appli- 
cations in addition to 2 and 3 pole devices. 
Square D Company, 6060 Rivard St., De- 
troit 11, Michigan. 


SMALL MULTI-BREAKER . = 


This multi-breaker combines four breaker 
poles which can be used as four single 
pole circuits or, by inserting a simple tie 
rod, can be converted to one or two double 
pole, 3-wire solid neutral circuits. I+ incor- 
porates both the well known thermal over- 


load protection and additional magnetic 


protection as an added guard against heavy 
short circuits. The multi-breaker carries a 50 
ampere maximum solid main rating, with 
individual single poles rated at 15, 20 or 30 
amperes. Cutler-Hammer, Inc., 476 N. 12th 
Street, Milwaukee 1, Wisconsin. 





AIR MOTOR——— 


A 1/6 hp. explosion-proof air motor for use 
on portable or stationary equipment. It 
weighs 2!/2 pounds and is 2!/, inches in di- 
ameter. The motor starts in any position and 
will not spark or burn out due to overload 
or sudden braking. By centrifugal force, four 
one-piece sliding vanes, fitted in a shaft- 
mounted rotor, slide outward in a shell, pre- 
senting their surfaces to the incoming air, 
to cause rotation. It will run at speeds as 
low as 100 r.p.m. without stalling. Speeds 
vary from 0 to 6,000 r.p.m. and horsepower 
from 0 to 1/6. Gast Manufacturing Co., 
Benton Harbor, Michigan. 
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NEW PRODUCTS CATALOG SECTION 





Control Equipment 








FARM MOTOR 








This all-steel motor is available in sizes of |, 
1'/y, 2, 3, 5 and 7'/2 hp. It is a capacitor- 
start, induction-run, single phase motor, 
with self contained capacitor and transfer 
switch. The transfer switch disconnects the 
starting capacitor as the motor reaches full 
speed. Air openings are in the lower half 
in the end-bells to give full protection 
against dripping liquids. Motor is available 
for 60 cycle, single-phase 220 volts service. 
It will operate at normal frequency and 
rated load with voltage 10 percent above or 
below the nameplate rating. Operating 
speed is 1740 r.p.m. Westinghouse Electric 


Corp., 306 Fourth Ave., Box 1I017, Pitts- 
burgh 30, Pa. 
MOTOR 





This motor is of the continuous duty, drip 
proof type, 3 phase, 60 cycle, 220/440 volts. 
It is available in '/, 1/3, '/ and % hp. 


Bearings are double-sealed and permanently 





lubricated. 
a minimum. 


Shaft end-play is restricted to 
Both stator and rotor cores are 
easily accessible. The motor can be oper- 
ated either vertically or horizontally. Electra- 
Motors, Inc., 1110 N. Lemon St., Anaheim, 
Calif. 


ELECTRIC MOTOR 





Rated at 1/10 hp. at 5,000 r.p.m., a.c. or 
d.c., this small general purpose motor fea- 
tures a spindle with 3% inch shaft extending 
in both directions and doubleshielded ball 


bearings that require no oiling. Outside 
diameter of the motor is 44 inches. Motor 
is mounted on a pedestal and is supplied 
with three step pulley, foot rheostat and 
reversing switch. L & R Manufacturing Co., 
577 Elm Street, Arlington, New Jersey. 


MOTOR CONTROLLER 


A one hp. controller designed for medium 
industrial or work shop equipment is avail- 
able in four switching arrangements: Re- 
versing, two-speed, series-parallel and 3 pole 
off-on. It has plastic case, handle and con- 
tact rotor. Several mounting arrangements 
are available such as an angle bracket, 
flange mounting plates and plates for at- 
tachment to several styles of standard outlet 
boxes. Rated: | hp. single and 3 phase 110 
to 550 volts a.c., '/4 hp. 115 to 230 volts 
d.c. Non inductive loads: 10 amps. 110 





| 
volts a.c., 5 amps. 220 volts a.c. Furnas 


Electric Company, 505 McKee Street, Ba- 
tavia, Illinois. 


WATER HEATER CONTROL 


An automatic electric water heater control, 
type CD 108, is rated 3000 watts at 120-240 
volts a.c. The primary (or lower) and 
secondary (or upper) thermostats have a 
temperature range of 60-190 degrees F. 
Differentials are 10 degrees F. for the pri- 
mary thermostat and 25 degrees F. for the 
secondary. Lower differentials are available 
on request. A unique mounting bracket as- 
sures simplicity of installation. Cam - Stat, 
Inc., 2037 South Cienaga Boulevard, Los 
Angeles, Calif. 


A 
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_ NEW PRODUCTS CATALOG SECTION 





Fuses and Switches 





CARTRIDGE FUSE —"" 





The knife blade type of this “time delay” 
fuse is designed, precision made and as- 
sembled to maintain alignment of the 
blades under all conditions. The ferrule 
type is designed for easy accessibility. Both 
types are available in 250 and 600 volts 
and in | to 600 amperes. Economy Fuse & 
Mfg. Co., 2717 Greenview Ave., Chicago 
14, Illinois. 








CARTRIDGE FUSE ——_— 


One end of this assembly is sealed to an 
inner collar on the case by a fibre washer 
backed by a brass plate; on the other end, a 
threaded brass plug permanently fastened 
to the knife-blade assembly, screws inside 
the casing. When blowouts occur, gases, 
heat and pressure are dissipated through a 
“controlled vent passage” formed between 
the V-shaped threads of the brass plug and 
the square-shaped case threads. The fuses 
are available in sizes from 3 to 600 am- 
peres, 250 or 600 volts. Underwriters’ Lab- 
oratories approved. Solar Electric Corpo- 
ration, Warren, Pa. 
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A single pole switch, "T" rated at 10 am- 
peres, 125 volts and 5 amperes, 250 volts ‘s 
available with eiiher brown or ivory handle. 
It has large wel-recessed terminal screws 
for easy wiring and quick installation. Un- 
derwriters’ Laboratories approved. The Bry- 
ant Electric Co., Box D, Barnum Station, 
Bridgeport 2, Conn. 


TUMBLER SWITCHES —— _ 





Heavy duty, one, two and three-pole tumbler 
switches are designed for either a.c. or d.c. 
current. Fast breaking and non-arcing, they 
are rated at 60 amp. up to 250 voits, d.c. 
and up to 500 voits, a.c. Suitable for heavy 
marine usage or for domestic and industrial 
applications. Hart Manufacturing Company, 
108 Bartholomew Ave., Hartford, Conn. 





swiicss —$_________. 





Hermetically sealed mercury switches, light 
in weight, with quick make and break action. 
Any contact arrangement can be furnished 
including polyphase types. Chatham Elec- 
tronics, 475 Washington St., Newark 2, N. J. 


ROTO SWITCH-——— — ae ee 


This miniature roto switch only 34 inches in 
diameter and 13/32 inches in depth, with a 
contact pressure of 2!/2 pounds, can be 
used in almost any circuit combination up 
to 5 amperes, breaking up to | ampere at 
110 volts. It features 360-degree rotation in 
either clockwise or counter-clockwise direc- 
tion; the switch can be moved from one 
position to another by turning through the 
least number of positions. Shafts either for 
knob or screw adjustments are provided. 
Grayhill, | North Pulaski Road, Chicago 24, 
Illinois. 





TUDO Rae 


TIME SWITCH — 


Designed for smaller poultry raisers this 
plug-in time switch provides for a dimming 
period to induce safe roosting before lights 
are turned off. A six foot cord plugs into 
any convenient outlet, and extension cords 
for both the bright and the dim lights are 
plugged into receptacles at the sides of the 
case. Paragon Electric Co., 1663 Twelfth 
Street, Two Rivers, Wisc. 
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Time Switches, Lighting Controls 


_and ‘Timers 





TESTER 





Operates directly from any |10 volt base 
receptacle and is also adaptable to con- 
ventional line te:ting, indicating voltages 
from 75 to 600 volts. Two test prods are 
each protected by a 100,000 ohm resistor 
so that both low and high vo'tage systems 
may be safely checked. Unit weight is 4 
ounces. Star Fuse Co., Inc., 168 Centre St., 
New York, N. Y. 





TIME SWITCH 





This compact time switch can be employed 
for automatically turning on and off lights, 
signs, burglar alarms and electrical window 
displays in stores; corridor lights in buildings 
and apartment houses; brooders and incu- 
bators in poultry houses; and many electrical 
appliances in the home. It is designed to 
operate on a 24-hour cycle and can be set 
for either repeating or non-rep2ating oper- 
ation. It is finished in chromium and stain- 
less steel and compact enough to fit over 
any standard wall outlet box. Approved by 
the Underwriters’ Laboratories. Made for 
115-volt, 60 cycle a 3% hp. repulsion-induc- 
tion, condensor or capacitor motor, or a 
V4 hp. split-phase motor constitutes its maxi- 
mum load. It will handle up to 750 watt 
standard or neon lamps, and 1000 watt 








heater elements. The switch is a singla-pole, 
single-throw type and the motor is self- 
starting and synchronous. Dimensions of the 
case are 43% inches high, 3!/4 inches wide 


and 2 inches deep. Ho!comb & Hoke Mig. 


Co., Inc., Indianapolis 7, Ind. 


ALARA Switcn—_$_$_$_$_._.  . 





This low voltage electrical alarm switch is 
designed to warn of mechanical difficulties 
in commercial and home freezers. Installed 


with either a bell, light, or buzzer alarm 
device, the switch is designed to function as 
soon as the temperature in the freezer rises 
to a predetermined danger point. The alarm 
device begins to operate while the interior 
temperature is still relatively low thus pro- 
viding a reasonable period of time for emer- 
gency repairs before food spoilage starts. 
Cutler-Hammer, Inc., 476 North |2th Street, 
Mi:waukee |, Wisconsin. 


SIGNALING TIMER- 
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SIGNALING 
TIMER 








This signalling timer is designed to com- 
mand visual and audible attention the in- 
stant a time interval is completed. In addi- 
tion to providing for the automat'« closing 
or opening of a circuit at the end of 
elapsed time, the timer operates additional 
buzzers, bells or lights at remote locations. 
It is enclosed in a metallic grey case, 
readily attachable to any wall or panel or 
standard switch box. It measures 5 inches 
by 5 inches by 3'/2 inches deep, and oper- 
ates on alternating current, 115 or 230 volts. 
The motor is a slow speed, self-starting 
synchronous type. Pure silver contacts are 
used throughout. Coarnection to the line is 
made with line cord. Industrial Timer Corp., 
110 Edison Place, Newark 5, N. J. 
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Electricians’ Tools 





DRILL = 


This '/4 inch standard duty drill weighs only 
344 pounds and design permits operation in 
tight corners, and an easy grip for one hand 
drilling. Universal motor assures ample ca- 
pacity for drilling steel up to '/4 inch thick 
and hard wood up to '/2 inch thick. Stand- 
ard equipment furnished with the drill in- 
cludes a '/, inch capacity 3-jaw Jacobs 
chuck and key, and a 15-foot 3-conductor 
rubber-covered cord with unbreakable con- 
nector. The 2-pole trigger switch has a posi- 
tive lock, for continuous operation when de- 
sired. Aristo Power Tools, Inc., 601 West 
Washington St., Chicago 6, Ill. 





CUTTER 


This cutter has drop forged handles, socket 
screws in the adjusting sections and counter- 
sunk eccentric head strap bolts. Two-way 
cutting jaw provides both side and end 
cutting action. Cutting jaws are also avail- 
able in a three-way combination incorporat- 
nut splitter. Designed to cut all 
metals up to the hardness of case hardened 
steel. Manco Manufacturing Co., Bradley, 


ing a 


Illinois. 








SOLDERING TOOL — _ — 





This soldering tool is designed for fine pre- 
cision work such as radio repair and general 
assembly jobs. A carbon holder keeps car- 
bon breakage to a minimum by maintaining 
constant pressure on the carbon at all times, 
according to the manufacturer. It uses 3/16 
inch carbon tips. It requires no preheating 
and can be plugged in to any convenience 
outlet. The operating current is in use only 
through actual contact with the metal. Fork 
type design eliminates the necessity of 
grounding work. It features a streamlined 
molded plastic handle equipped with a 
spring strain relief on the flexible heater 
cord to eliminate fraying and breaking. 
Standard equipment includes a transformer, 
6 feet of rubber covered primary cord and 
4 feet of flexible cotton covered secondary 
heater cord. Thermador Electrical Mfg. Co., 
5119 District Boulevard, Los Angeles 22, 
Calif. 


MASONRY DRILL 





’ 
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This carboloy-tipped drill can be used to 
drill masonry with electric, rotary, portable 
drills. The drills range in size from 3/16- 
inches through |!/2 inches. Arro Expansion 
Bolt Co., Marion, Ohio. 


SOLDERING TOOL——____—_ 


A soldering tool that uses current only when 
the actual soldering operation is being per- 
formed, operates from a.c. current using a 
six-volt transformer and a lightweight heat- 
ing unit. A spring actuated lever, when com- 
pressed, closes two plier-like carbon elec- 
trodes on the part to be soldered. By further 
compressing the lever, the current is switched 
on for the short period required to melt the 
solder. Slightly releasing the lever turns off 
the current and permits the work to be held 
between the jaws until the solder has cooled. 
Triton Manufacturing Co., East Haddam, 
Conn. 





SOLDERING IRON - — 


A small soldering iron measuring 8 inches 
long and weighing 134 ounces without the 
cord comes with tips '/4 and '/g inch in 
diameter. It is rated at 25 watts, 6 volts 
and is used with a 
transformer. 


115/6 volt insulating 
A transformer providing 4 
taps for variable heat is also available. Gen- 
eral Electric Co., Schenectady, New York. 


Pe 
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Through use of two electrically heated strip- 
ping blades, this “hot blade” wire stripper 
will strip cotton, silk, synthetic (plastic) 
insulation or rubber covering from fine 
stranded or solid conductors. When a wire 
is inserted between the special heat re- 
sistant blades and foot pedal is depressed, 
two parallel grooves are instantly burned 
through the insulation, down to the con- 
ductor. A slight twist completes the groove 
and a pull removes the insulation. A built-in 
exhaust draws smoke and fumes of burning 
insulation away from blades. The strippings 
fall into a water drawer where any burning 
particles are quickly extinquished. A switch, 
mounted between the blade controls, con- 
trols the adjustment of heat for heavy, 
average and light insulation. The blades 
may be set at exact wire diameters and 
an easily adjustable stop controls the length 
of stripping. Ideal Industries, Inc. Park 
Avenue, Sycamore, Illinois. 


ELECTRODE HOLDER——__—_—__— 





A lightweight, compact electrode holder 
with a 95# bite on a 3/16 inch electrode. 
Tip and body insulation is of molded, lami- 
nated glass cloth plastic; insulated spring 
is neoprene covered. The cable connection 
is a clamp, plus socket for soldering when 
desired. Specifications: 1/16 inch through 
3/16 inch electrodes; 250 amperes; weight, 
18 ounces; length, 9 inches; palm span, 23% 
inches. Tweco Products Co., P. O. Box 666, 
Wichita |, Kansas. 





ALL-PURPOSE IMPACT TOOL using standard attachments 
will apply and remove nuts, drill, ream, tap, drive and remove 
screws, drive and remove studs, extract broken cap screws 
and studs, run wire brushes, do hole saw work, drill brick ana 
masonry and drive wood augers. Ingersoll-Rand Co., 11 Broad- 
way, New York 4, N. Y. 


SOLDERING 120K —______ 





This soldering iron features a “gun grip” 
and is packaged with four tips, a straight, 
a 45 degree break, a 90 degree break and 
a tip for heavy-duty work. Metal parts are 
finished in chrome and the handle is of plas- 
tic. Specifications are: Length over-all, 9!/2 
inches by 434 inches; operates on 75 watts, 
110 a.c. or d.c.; 3000 cycle; 6-foot heater 
cord with unbreakable rubber plug. Under- 
The Lenk 
Mfg. Co., 30-38 Cummington St., Boston 15, 
Mass. 


writers’ Laboratories approved. 


SOLDERING IRON——_—— 


A plug tip type soldering iron that can be 
quickly taken apart by removal of four screws 
and the heating element replaced, as well 
as the tip. Replaceable heating element is 
encased in a metal sheath to protect the 
mica insulation and nickel-chrome heating 
element. Comes in four sizes. Vulcan Elec- 
tric Company, Danvers, Mass. 
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Electronic Devices 





SAFETY CONTROL 





Electronic flame failure safeguard applicable 
to all types of gas-fired burners. When 
flame fails it instant!y cuts off fuel and can 
be wired to sound an alarm automatically. 
115 and 230 volts, 50/60 cycles. Com- 
bustion Control Corp., 77 Broadway, Cam- 
bridge 42, Mass. 


RELAY SWITCH 








An electronic relay switch which may be 
used as a liquid level control without the 
use of a float to increase the life of sen- 
sitive limit switches, feeler arms or water 
type relays. Can be mounted any distance 
from a control probe or point as only one 
wire and normal grounding are required. 
Furnished with cast eluminum case 5x7x3!/2 
inches or without case for incorporation in 
manufactured equipment. Screw-driver sen- 
sitivity control provides adjustment over a 
probe resi:tance range of 5000 ohms to 7 
megohms. Special Products Co., Silver 
Springs, Maryland. 


PHOTOELECTRIC ACTUATO ——________- 
This high reso'ulion photoelectric actuator 
is desiqned for counting pil's, buttons, bottle 
caps, hardware and other such items at high 
speeds. It has a beam approximately 1/16 
inch wide and will respond to changes in 
light level as small as 30 percent. Since 
complete interruption of the light beam is 
not required for normal operation, objects 
as sma'l as ten thousandths of an inch have 
been counted with absolute accuracy, ac- 
cording to the manufacturer. The unit pro- 
vides the negative pulses required for op- 
eration of an electronic counter, and is de- 
signed to detect objects at rates up to 39,- 
000 per minute. Potter In-trument Com- 
pany, 136-56 Roosevelt Ave., Flushing, New 
York. 





PHOTOELECTRIC COUNTER 
A photoelectric counter designed as a com- 
pact, easily installed, packaged unit. Light 
source, phototube and counter are bui.t in 
one housing. The control operates on inter- 
ruption of reflected light from a swivel type, 
adjustable, chrome reflector. The unit oper- 
ates on a 115 volt, 60 cycle current. Sensi- 
tivity adiu:tment can be reached through an 
aperture in the housing, which permits set- 
ting for various light intensities. R p'ey Com- 
pany, Inc., Middletown, Conn. 




















RELAY 








Light source contains a lamp transformer 
and motor-driven slotted disk which inter- 
rupts, or modulates, the I'ght beam at about 
900 cycles per second. Photoelectric relay 
has a tuned circuit which allows a relay to 
be responsive only to a light beam modu- 
lated at this frequency. Not sensitive to 
changes in natural or artificial illumination. 


General Electric Co.. Schenectady 5, N. Y. 


PHOTOELECTRIC COUNTER ———__—____—- 





This photo electric counter consists of a 
photoe'ectric control, light source and elec- 
tric counter. It can be used for counting on 
loading chutes and conveyors, for remote 
counting, for high speed counting in can 
and box manufacturing, for counting small 
objects and freshly painted and hot objects, 
etc. The control has a line cord with a male 
plug connection which fits any s!andard 
lighting outlet. No wiring is necessary. 
Photoswitch, Inc., 77 Broadway, Cambridge 
42, Mass. 
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RADIO-INTERCOM SYSTEM 





This combination radio-intercommunication 
system has a dark mahogany veneer cabinet 
housing for both master and slave units. 
Covering the standard broadcast band from 
540 to 1620 kitocycles, the unit is approxi- 
mately 12x9x7 inches while the s'ave unit 
measures about 7x4.5 inches. As many as 
four slave units may be included in the cir- 
cuit. Decigned for use with either direct or 
alternating current (105-120 volts, a.c., 50- 
60 cycle, or 105-120 volts d.c.). Input is 
30 watts, a.c. or d.c. Electronic Laboratories, 
Inc., Indianapolis, Ind. 


SPEAKERS 





QhiVERS (Fe 
a®! eo 





A line of loudspeakers designed to meet the 
severe requirements of marine and ra:lway 
installations. All cr'tical parts are hermeti- 
catly sealed against dirt, moisture, corro- 
sion or salt spray. Available in four types. 
University Loudspeakers, Inc., 225 Varick St., 
New York, N. Y. 


INTERCOM SYSTEM 





Availab!e with facilities for the use of up 
to 24 master stations permitting as many as 
12 conversations to be carried on simul- 
taneously. "Visua!"’ bu-y signal, individual 
locking-type push-buttons for station se!ec- 
tion, i‘luminated “on-off'’ volume control, 
plug-in cable connections, and a balanced 
line wiring system to prevent ‘‘cross-talk.” 
Rauland Corporation, Chicago, Ill. 





INTERCOM SYSTEMS 


Five different models of master and remote 
stations designed to give complete flexi- 
bility of intercommunication where in:tant 
two-way communication is desired. Cabinets 
are 10% inches by 7'/g inches by 5% inches 
in matie-black plastic with satin chrome 
speaker grilles. Selector keys have trans- 
parent identification strips for numbers. Two 
models have sis selector keys, two have 
twe've keys, and the fifth station is a ‘'re- 
mote" through which calls can be initiated 
and received from the master station to 
which it is connected. Radio Corporation 
of America, RCA Division, Camden, New 
Jersey. 








A system of magnetic recording on a steel 
tape allows recordings to be made in mul- 
tiple lines on the tape, without cross-talk, 
and at comparatively slow speeds. The 
“spread of magnetism" is so small that it is 
possible to hold any recording to definite 
limits in the recording lines of five one- 
thousandths of an inch. According to the 
manufacturer 400 feet of the tape, using 
eight lines, can record 3200 feet of voice or 
music. A five inch reel, containing 650 
fzet, has a recording time of two hours. 
Magnograph Corporation, 5800 West 3rd 
St., Los Angeles 36, Calif. 


INTERCOM SYSTEM —— — 





This intercommunication system for home use 
conzists of a mazter station which can orig- 
inate and receive response from as many 
as three speaker stations which may be con- 
veniently located to save steps. It may be 
eatily installed by the home owner to con- 
nect kitchen, basement, garage or nursery. 
Webster Electric Co., Racine, Wis. 
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Fans and Ventilating and Heating 





VENTILATOR 











An exhaust-type ventilator which utilizes only 
one control to open and close the outside 
door and to start and stop the fan auto- 
matically. Straight-line air movement of 405 
cubic feet per minute is possible. Unit volt- 
tage is 115 volt, 60 cycle, a.c. One-piece 
grille may be removed for washing. Fits 
walls from 5 inches to 9!/2 inches thick, and 
up to 13% inches with an extra sleeve. 
Underwriters’ Laboratories approved. F. A. 
Smith Manufacturing Co., 255 N. Union St., 
Rochester 7, N. Y. 


HOME VENTILATING FAN ———_-_—__— 





Home ventilating fan designed for wall in- 
stallation in kitchen or home laundry can 
move 350 cubic feet of air per minute. To 
prevent passage of heat through the open- 
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ing when the fan is not in use, the outside 
door is protected with an insulating board 
and is kept tightly closed by a strong spring. 
Starting the fan automatically opens the 
door. A slotted aluminum grille that will 
blend, unpainted, with any kitchen finish, or 
may be painted without requiring a ground 
coat of paint conceals the fan. Blades are 
ten inches in diameter, made of steel. Ex- 
tension accessories available to adapt the 
fan to any wall thickness. Operates on a.c. 
only. Westinghouse Electric Corp., Appli- 
ance Division, Mansfield, Ohio. 


COMBINATION FAN 





This combination heater-cooler fan is de- 
signed to move air quietly and effectively 
without creating a draft. The unit has a 
cone-shaped top deflector that scientifi- 
cally angles the heated or cooled air from 
the fan so as to provide the maximum effec- 
tive distribution in the room. It is compactly 
designed, measuring only 10 inches in height 
by 10 inches in diameter and can be easily 
carried. A toggle switch located on the base 
controls the operation of the 734 inch six 
blade fan and the heating element. It is fin- 
ished with a black crackle top and base, at- 
tractively chrome trimmed heating element 
enclosure and circular guard wires. There is 
a chrome-plated knob handle at the top for 
convenience in carrying. Howard Industries, 
Inc., Chicago, Ill. 
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ELECTRIC FAN — . oe 





Increased thermal conductivity of the alu- 
minum housing causes the 110 volt a.c. 
motor of this fan to run at a lower tempera- 
ture with resulting increased efficiency, ac- 
cording to the manufacturer. It measures 8 
inches and is all aluminum. Manufactured by 
Metallic Arts of New England, Inc., Cam- 
bridge, Mass. Distributed by Asquith Asso- 
ciates, 131 State St., Boston, Mass. 


EXHAUST FAN AND VENTILATOR- 


sf — =< 


| 


A combination exhaust and cooling fan for 
all purpose use, this unit, light in weight, 
operates at 110 volt, 60-cycles, a.c. Placed 
in a window as an exhaust fan it quickly 
cooking odors, smoke, etc., or 
turned about and placed anywhere in a 
room it becomes an efficient cooling fan. 
Cir-Q-Laire Co., Inc., 60 East 42nd St., 
New York 17, N. Y. 


removes 
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PORTABLE AIR CONDITIONER 





A portable air conditioner that can be used 
to heat in the winter and cool in the sum- 
mer. A single control knob turns the unit 
on and switches it instantly to either Cold" 
or "Heat.'' Heat is provided by a high 
capacity nichrome electric heating element 
which quickly brings any average size room 
to the desired temperature. Heating output 
is over 5,000 B.t.u. Cooling is by forced 
evaporation of water through a specially 
treated aspen filter in a built-in reservoir, 
which has a_ three-gallon 
plumbing connections are necessary. The 


capacity. No 


unit is light in weight, weighing less than 22 
pounds, and measures 26 inches by 1!3 inches 
by 12 inches. Airette Manufacturing, Inc., 
1041 N. Sycamore Ave., Los Angeles 38, 
Calif. 


VENTILATING FAN 





Made of a solid aluminum casting with a 
10-inch overlapping fan blade and |/, hp. 
motor, this ventilating fan has specially de- 
signed louvers which deflect incoming air. 
The standard unit is expandable up to 30 
inches. A spun-glass filter absorbs dust, in- 
sects and pollen. Minimum width is 20 inches 
and other dimensions are 9!/2 inches high by 
9 inches deep. Wilster, Inc., 5700 Detroit 
Ave., Cleveland 10, Ohio. 


WINDOW VENTILATOR 





made by Ilg 
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Ventilating Co., 


Chicago, Iil., filters out dust, soot and plant pollen from in- 
coming air in bedrooms, living rooms, offices, hospitals, etc. 
Volume and direction of incoming air are controlled by cir- 
cular grille and regulator on front panel. 


ELECTRIC HEATER —— 





% 
a 
— 
i 4 
; 4 
+ 4 
ie 
. 
3 “ 
<3 
<3 
43 





Soe 


This long radiant heater may be used as a 
complete heating unit for a bathroom or 
Recessed switch is located 
at top of grille for safety. Grille is con- 
structed of polished aluminum and the re- 
flector of etched aluminum. Wall box is 
made of either black baked enameled steel 
or aluminum. Grille size is 9 inches by 48 
inches by '/% inches; wall box size is 7!/, 
inches by 46!/g inches by 4 inches. Available 
in three models: 1650 watts, 115 volts; 1650 
watts, 230 volts; 2000 watts, 230 volts. 
Thermador Electrical Manufacturing Co., 
5119 District Boulevard, Los Angeles 22, 
Calif. 


as an auxiliary. 


WALL HEATER 


A built-in recessed wall heater that produces 
two kinds of heat, infra-red rays and fan- 
forced heated air. The heater is guaranteed 
free from defective materials and workman- 
ship for one year and is tested and listed 
under reexamination service by the Under- 
writers’ Laboratories. Other specifications 
include: Size of unit, 12 inches wide by 18 
inches high; size of box, 10!/2 inches wide 
by 15 inches high by 3 inches deep; wired, 
two elements and two switches; motor, in- 
duction type for 50-60 cycle, a.c. only. La 
Salle Lighting Products, Inc., or Markel 
Electric Products, 145 Seneca Street, 
Buffalo 3, N. Y. 


Inc., 
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Appliances 





ELECTRIC STOVE —___— 


Portable 2-burner electric stove features 
six-inch black glazed refractory brick burn- 
ers and closely wound nickel chromium alloy 
coils. Each unit has rotary switch with three 
heat controls, low 200 watts, medium 40) 
watts and high 800 watts. Black or white 
vitreous porcelain enamel top. Baked white 
enamel finish on chassis. Over-all dimen- 


sions 20!/2 inches by 10!/2 inches by 5 inches. 
Underwriters’ Laboratories approved. Planet 
Products, Inc., Chicago, Ill. 





ELECTRIC CORN POPPER——_____— 


This electric corn popper features a re- 
movable, seamless pan which permits pop- 
ping corn in butter, lard or grease. The 
three quart popping pan may be removed 
for easy cleaning. Side handle, lid grip and 
agitator handle are made of colorful plastic. 
Heating e'ement is set in ceramic base. The 
complete popper approved by Underwriter's 
Laboratories. U. S. Manufacturing Corp., 
Decatur 70, Illinois. 








AHN AS 








ELECTRIC IRON —__— 





This electric iron, weighing only three pounds, 
two ounces, has a hinged toe section which 
functions either es part of the large ironing 
surface, or may, by slightly elevating the 
rear of the iron, be made to serve as a 
small second Heating elements are 
cast into both sections of the sole plate and 
are shaped to provide even distribution to 
all parts of the dual sole plate. Thermo- 
static control is furnished by the fabric dial 
which has an extra low range for synthetic 
fabrics. 1000 watts. Yale and Town Manu- 
facturing Co., Traffic Appliance Sales, Em- 
pire State Building, New York 1, New York. 


COFFEE MAKER ——___—_ 


iron. 








Polished aluminum coffee maker with 8-cup 
cepacity. It features a stainless filter, self 
sealing ring, plastic handles and an all- 
purpose cover. Duralux Co., Wooster, Ohio. 


PORTABLE GRIDDLE — 





This portable electric griddle has a highly 
po.ished, heavy gauge aluminum top and a 
cold rolled steel base finished in either 
hammertone or white enamel. It is thermally 
insulated to keep the base cool. Three heat 
conirols are provided: Low, 450 watt; me- 
dium, 750 watt; high, 1200 watt. Other 
features include: Bullseye light indicator 
convenient handles to carry where desired 
rubber bumpers. Associated Metal Indus- 
tries, 489 Fifth Ave., New York, N. Y. 








TOASTER —— 


Fully automatic, 2-slice toaster, 
shape, is designed in two-tone chromium 
with small black base. Nichrome wire heat- 
ing e!ements; plastic control knobs; sliding 
crumb tray; single button mechanical con- 
trol, 1,000-watts and 3,000 cycle, 6-foot 
cord. Proctor Electric Co., Inc., 220 East 
42nd Street, New York 17, N. Y. 


oval in 
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HEATING PAD 








Each side of this electric heating pad per- 
forms a separate function with one side 
termed warm and the other hot. When user 
applies warm side in either low, medium or 
high position and desires more heat, it is 
necessary only to turn the pad on its hot 
side. The hot side can easily be selected, 
even in the dark, by merely noting the dif- 
ference in the feeling of the two surfaces. 
Illuminated selector switch and multiple 
thermostatic safety controls. The Lobl Manu- 
facturing Co., Middleboro, Mass. 


ELECTRIC BUTTER CHURN——— 





An electric butter churn featuring a power- 
ful, fan-cooled motor. The four-blade dasher 
is easily removed or adjusted with thumb 
screw. Motor cover of baked white enamel 
with attractive red trim. Bernhardt Com- 
pany, Inc., McDonough, Georgia. 





AUTOMATIC ELECTRIC IRON weighs only 3'/, pounds 
and has a heat control dia! indicating exact temperatures for 
high and low heat and for various fabrics. National Stamping 
& Electric Works, subsidiary of Eureka Wi.liams Corp., 
3212-3250 W. Lake St., Chicago 24, Ill. 


BOTTLE STERILIZER 


This large capacity baby bottle sterilizer 
can sterilize a full day's need in one opera- 
tion. An exclusive steam vent prevents 
movement of bottles and a new jet action 
thoroughly sterilizes the bottles, caps and 
nipples, inside and out. The bottles cannot 
chip or crack and an automatic shut off 
safeguards against burned nipples and over- 
heating of the appliance. The unit requires 
no watching while in operation and shuts 
off automatically. The sterilizer can be easily 
cleaned. Heater unit is protected from water 
damage. The base is jet black plastic. Cover 
is mirror-finished aluminum with heat proof 
handle. It is approved by Underwriters’ 
Laboratories. Electrical Industries, Inc., 44 
Summer Ave., Newark 4, N. J. 











FOOD WARMER -— 





This baby food warmer, which can be 
clamped securely on any car in just a few 
seconds, is made of spun aluminum and 
steel. It is quick and simple to install and 
heats any food or liquid effectively, rapidly. 
It operates off the car battery. It is 3% 
inches deep and 3 inches in diameter. Manu- 
factured by Brubaker-Ugrin, Beverly Hills. 
Distributed by Newsome Bros., 332! E. 
Slauson Boulevard, Los Angeles 1, Calif. 
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NEW PRODUCTS CATALOG SECTION 


Lamps and Lighting Equipment 





FLUORESCENT FIXTURE 





Of a modified "V" design this commercial 
fluorescent fixture has egg-crate louvers for 
shielding of lamps and efficient lighting 
diffusion. Side glass panels of frosted glass 
are top-hinged to facilitate maintenance. 
Units may be mounted in continuous rows 
without removing the ends. Precision-fitted 
canopy and stems are optional. Bright Light 
Reflector Co., 1730 State St., Bridgeport, 


Conn. 





FLUORESCENT FIXTURES— 





This series of slimline fluorescent fixtures are 
new units finished in white enamel and are 
furnished with 2-lamp ballasts which provide 
instant start 200 milliamp operation. Avail- 
able in either two or four lamps, they can 
be mounted as individual units or connected 
to form continous runs. Two conveniently 
hinged specially de- 
signed latches for easy opening or removal. 
Units available with framed glass or metal 


louvre frames have 


Ree IRC 


side panels. Two-lamp fixture is 4!/2 inches 
deep by I1'/2 inches wide by 97 inches long. 
Four-lamp fixture is 4!/2 inches deep by 
15'/2 inches wide by 97 inches long. The 
Frink Corporation, 27-01 Bridge Plaza North, 
Long Island City 1, New York. 


FLUORESCENT FIXTURE 


Commercial fluorescent fixture using 4—40 
watt lamps has die-formed top housing 
with high temperature baked enamel fin- 
ish. Side panels of ceramic patterned 
curved glass; die cast fixture ends in satin 
aluminum. Provision for continuous mount- 
ing. Removable louver of steel. Specifica- 
tions: Length: 493% inches; width, 147, 
inches; height, 38 inches. General Day- 
Lite Company, Norristown, Pa. 





FLUORESCENT FIXTURE 


A shielded combination ceiling fixture and 
wall bracket using a 32-watt circular fluores- 
cent lamp. Formed steel with egg shell, 
baked enamel finish; shield is of frosted 
glass with white design fused on. Under- 
writers’ Laboratories approved. Moe-Bridges 
Corp., Sheboygan, Wisc. 





FLUORESCENT FIXTURE _- 





Two fixtures, one commercial and one indus- 
trial, each using four 96-inch slim fluorescent 
lamps and the commercial supplied for 
either surface mounting or stem suspension. 
Specifications: industrial, 96!/2 inches long, 
13 inches wide and 7 inches deep; commer- 
cial, 97 21/32 inches long, 16 1/16 inches 
wide and 5 3/16 inches deep. Equipped 
with two 2-lamp ballasts for 200 milliampere 
operation. Leader Electric Co., 3500 N. 
Kedzie Ave., Chicago, Illinois. 


FLUORESCENT FIXTURE —— 





This industrial fluorescent fixture features an 
internally mounted ballast, turret sockets 
and enlarged wireway for continuous runs. 
It is furnished with vitreous porcelain enamel 
reflector designed to a shielding angle of 
14 degrees, a reflectance factor of over 79 
percent and an over-all efficiency of above 
80 percent. Holdenline Co., 2301 Scranton 
Road, Cleveland, Ohio. 
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FLUORESCENT FIXTURE — ee 





This commercial fluorescent fixture has a 
baked enamel finish and can be supplied 
for two or four 40-watt lamps. It can be 
mounted singly or in continuous row. It 
can be surface or stem mounted. Ballasts 
are high power factor. A matching adjust- 
able spot light unit is available, having a 
360-degree swivel for accent lighting, 
through a range of 120 degrees. Mono- 
gram Lighting Units, Inc., 14 Prospect Place, 
East Orange, N. J. 


FLUORESCENT FIXTURE—_-_— 





A direct-indirect fluorescent unit using two 
100-watt lamps. Approximately 90 percent 
of the light is directed upwards. The reflect- 
ing unit is white plastic which is illuminated 
to the approximate brightness of the ceiling. 
A servicer permits easy, quick access to the 
entire unit for cleaning and tube replace- 
ment. High power factor ballast. R. & W. 
Wiley, Inc., Dearborn at Bridge St., Buf- 
falo, N. Y. 





FLUORESCENT WALL LAMP designed for supplementary 
lighting in kitchen, bedroom or living room contains two 
20-watt fluorescent lamps shie'ded by a diffusing panel of 
frosted, ribbed glass. Sylvania Electric Products, Inc., 500 
Fifth Ave., New York 18, N. Y 


FLUORESCENT BED LAMP —— -- BATHROOM FIXTURE 





A bed lamp featuring fluorescent light and 
constructed of pressed steel with a flocked 
finish. The inside reflector surface is finished 
with a special chip-proof white enamel 
which it is claimed, will not crack or peel 
even when dented, nor discolor or turn 
yellow. Specifications include: Length, 15 
inches; depth, 434 inches; height, 3 inches; 
colors, flocked finish in aqua, beige, walnut, 
rose, powder blue; six foot cord with ballast 
plug-in; uses 14 watt lamp. Mastercraft 
Electric Co., 181 Bruce Street, Newark 3, 
New Jersey. 





This bathroom light fixture has an open top 
to provide indirect lighting and a louvred 
bottom for general illumination. The shade 
and one-piece holder are made of translu- 
cent white plastic. Entire fixture is 6 inches 
in length, 5/44 inches deep and extends 8 
inches from the wall. It is designed for a 
100 watt bulb, a.c. or d.c. current. Under- 
writers’ Laboratories approved. Mitchell 
Manufacturing Co., 2525 Clybourn Ave., 
Chicago 14, Ill. 





ee tee 
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Lamps and Lighting Equipment (continued) 


FLUORESCENT FIXTURE — - 








A two lamp, semi-direct unit with removable 
side panels and louvers. The downward com- 
ponent of illumination may be increased by 
accessory opaque reflectors or by s!otted 
reflectors placed immediately above the 
lamps. F. W. Wakefield Brass Co., Ver- 
milion. Ohio. 


FLUORESCENT FIXTURE 








Circular fluorescent lamp extends over the 
edge of the plate so there is no shadow 
cast on ceiling. All wiring is on the top 
plate for installation and servicing. Fin- 
ished in baked white enamel. Richter Metal- 
craft Corp., 100 East First St., Mount Ver- 


non, N. Y. 
lk 


FLUORESCENT-INCANDESCENT UNIT ——— 


A line of fluorescent luminaires for general 
illumination and matching, adjustable, in- 
candescent spot lights for highlighting. The 
two or four-light fluorescent luminaires and 
the two-light incandescent spot-lighting ele- 
ments are both complete in themselves al- 
though they are usually combined in plan- 
ning a modern store lighting installation. 





oes! oT 
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The luminaires can be mounted in continuous 
strips of fluorescent units or spot-.ight sac- 
tions can be added as desired. End caps 
are available for any arrangement of lumi- 
naires. Both the fluorescent and the spot- 
light units are available for surface and 
pendant mounting. Housings provide ample 
wireway when units are mounted end to end. 
Knockouts are provided at both ends of 
each unit to permit a continuous run of the 
feed wires so that on'y one outlet need be 
provided for a number of sections when 
mounted in a_ continuous line. Canopy 
switches can be provided for the spot-light 
sections so that lights not in use can be 
turned off. The spot lights are adjustab‘e 
through an angle of 35 degrees from the 
vertical and can be rotated through 345 
degrees horizontal'y. Westinghouse El-ctric 


Corp., P.O. Box 868, Pittsburgh 30, Pa. 


r 





FLUORESCENT FIXTURE ——______-_— 


A series of slimline units, 8 feet long, 
equipped with instantaneous transformers, 
perforated ends of stamped steel, and fin- 
ished in white enamel. Come with single, 
double, triple or quadruple lights, ranging 
from 29 to 51 watts. They are designed for 
flush or pendant mounting in single units or 
continuous row. Wm. Penn Fluorescent 
Light Mfgrs., 1639 South Broad Street, Phila- 
delphia 48, Pa. 





capita atc 


CIRCLINE FIXTURE —<£§£o@§-@_@  —_ 








A circline fluorescent fixture which has the 
double advantage of being adaptable for 
both wall hanging and ceiling. Designed for 
kitchen, bedroom, bathroom, halls and 
rumpus rooms, the unit is finished in high 
gloss white enamel with a bright chrome 
lower plate for replacing concealed starter 
and ballast. The fixture is alco adaptable for 
side wall lighting. Over-a'l size, 147/g inches 
diameter, 4/2 inches depth. Circlite Cor- 
poration, 118 South Clinton, Chicago, Ill. 


LIGHTING FIXTURE - 








Made of glass, rimless and shadowless for 
flush mounting, this fixture can be furnished 
for circular fluorescent or incandescent 
lighting. Bowl range from 8 
inches to 16 inches, lengths from 4 inches to 
4'/2 inches. It is dustproof and smooth, 
non-etched glass surfaces simplify cleaning. 
Appleman Art Glass Works, North Hacken- 
sack, N. J. 


diameters 
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A specially designed lighting system for 
continuous line installations is offered in two 
reflector widths, Type A, I1'/2 inches wide, 
and type B, 13!/2 inches wide. Reflectors 
may be in two or three lamp constructions, 
and open or closed end. Benjamin Electric 
Mfg. Co., Des Plaines, Ill. 


FLOURESCENT LUMINAIRE ———__—__— 


This luminaire can be cleaned from the 
floor by means of a handy servicing tool, 
as shown in the above illustration. One end 
of the tool is a simple gripper for opening 
and closing the glass panels. On the other 
end is a duster for cleaning the fixture. 
The diffusers are swung open and are held 
securely on the luminaire while relamping 
or other work is completed. The luminaries 
are available in 2, 3, or 4-40 watt sizes. 
They can be arranged individually or in 
continuous rows and mounted direct to 
ceiling or suspended. Edwin F. Guth Co., 
2615 Washington Ave., St. Louis, Mo. 





Dee: 





BED LAMP molded from plastic is equipped with double 
push button switch, fi ter for radio interference and 8 watt 
fluorescent lamp. Acme-Lite Products Co., New York City. 


KITCHEN FIXTURE 





A kitchen fixture that combines the advan- 
tages of both fluorescent and incandescent 
lighting by use of the 32-watt circline fluo- 
rescent bulb and a 100-watt filament bulb 
shielded by a streamlined white ceramic- 
glass bowl. Has a metal flange finizhed in 
white baked enamel. Measures 107/ inches 
in diameter, 74% inches high over-all. May 
be used only on 110-125 volts, 60 cycle, a.c. 
Mitchell Manufacturing Company, 2525 
Clybourn Ave., Chicago 14, Ill. 





SPOT UNIT a 








This adjustable spot unit is designed for use 
in conjunction with the manufacturers fluor- 
escent luminaire. It takes a Par 38 lamp, 
which is mounted in the fi:ture in a manner 
to permit adjustment to any fixed position 
up to a 45-degree angle from the perpen- 
dicular, within a 360-degree circle. It is 
suitable for store interiors, displays or any 
instalation where spotlighting of certain 
areas is desired. The Spero Electric Corp., 
18222 Lanken Ave., Cleveland 19, Ohio. 
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Lamps and Lighting Equipment (continued)—— 


FLUORESCENT CEILING LIGHT 





This ceiling light has lampholders of clear 
plastic completely recessed. Zinc bases of 
lampholders are also completely recessed 
leaving no parts exposed. The starter is ac- 
cessible from the outside. Fixture is avail- 
able in triple-plated chromium in addition 
to white enamel. It takes 32-watt unit, 12 
inches in diameter. Fixture is 13 inches by 
4'/, inches, fits flush to the ceiling and has 
a replaceable spring-type knockout button 
for spring chain or drop cord installation. 
Underwriters’ Laboratories approved. Home- 
craft Electronic Products, 1208 S. Kedzie 
Ave., Chicago 23, Ill. 


SPOTLIGHT LAMP 


Hermetically sealed, all-glass aluminized re- 
flector spotlight lamp for motor vehicles 
and small motor boats has a reasonably nar- 


row (6 degrees) beam having 115,000 





candlepower. Filament is shielded to pre- 
vent uncontrolled direct light issuing from 
the reflector. Reflector of flashed aluminum 
has a reflection factor of 93 percent. Must 
be placed in a suitable lamp housing with 
control mechanism for practical use. 40 
watts, 6-8 volts, PAR-46 bulb, screw ter- 
minal base, 100 hours rated average life, 
and 4 inches maximum length. 
Westinghouse Bloomfield, 
N. J. 


over-all 


Corp., 


Electric 


PORTABLE LAMP 








An all-purpose, portable infra-red heat lamp 
which offers flexibility and directional con- 
trol. It can be operated as a hand lamp, 
hung up as a wall lamp or stood up on a 
bench. The lamp may also be used for flood 
or spot lighting. It can be used with all 
R-40, PAR-38 and other bulbs using stand- 
ard base. It is an all-steel, precision con- 
struction and finished in gray baked enamel. 
It has a push button switch on the handle. 
The unit has a heat-resisting porcelain socket 
and comes completely wired with a six foot 
cord and plug. It may be used on a.c. or 
d.c. current. Size: 8 inches long; 534 inches 
wide and 7% inches high. Mitchell Manu- 
facturing Co., 2525 Clybourn Ave., Chicago 
14, Wl. 


SPOT AND FLOOD LAMP ———______-_ 


This compact 150-watt, PAR-38 projector 
spot and projector flood lamp is equipped 
with side prong bases, thus reducing lamp 
and socket over-all length approximately 
two inches and permitting a like saving in 


a 


) 





over-all fixture thickness. The side prong 
base fits standard female separable con- 
nectors, but should be used only with heat 
resistant connectors. General Electric Lamp 
Department, Nela Park, Cleveland, Ohio. 


LIGHTING FIXTURE 


A lighting device that is both a decorative 
picture for the bedroom wall and a source 
of focused light for reading in bed. It is 
hung on the wall like a picture and plugs 
into any outlet. A panel of glass or of 
clear plastic is framed in an enameled 
metal shadow-box measuring 18!/4 inches by 
16 inches. At the top and bottom of the 
frame incandescent lumiline tubes are used 
for lighting. Comes in a choice of de- 
signs. Lightolier, Inc., Jersey City, N. J. 





When Writing Mention ELECTRICAL WHOLESALING 





118 


ELECTRICAL WHOLESALING—November, 1947 











NEW PRODUCTS CATALOG SECTION 








POTTERY LAMP 


A line of pottery table lamps are equipped 
with colorful opaque parchment shades with 
matching top and bottom fabric braid 
Three styles are shaded with fabric 
over parchment shades, and include a Cali- 
fornia-type collar. Phil-Mar Electric, Inc., 


Cleveland, Ohio. 


trims. 





LIGHTING FIXTURE 


This dust and vapor proof lighting fixture is 
designed for use in such hazardous locations 
as barns, chicken houses, grain warehouses, 
etc. Socket, cover and globe holders are 
made of heavy sections of molded plastic 
to combat corrosive effects of moisture as 





a 


ie. Weer. 








FLUORESCENT LAMP semi-circular in shape, is an 18-watt 
tube curved to form a half circle 12-inches in diameter. It is 
designed for table and floor lamps, for wall and ceiling fix- 
tures, for merchandising displays and for interiors to add a 
decorative dash. Westinghouse Electric Corp., Lamp Division, 


Bloomfield, N. J. 


well as mild acid and alkaline atmospheres 
such as exist in most farm buildings. Entire 
fixture is insulated. Listed by Underwriters’ 
Laboratories, Inc. Union Insulating Com- 
pany, Inc., P.O. Box 351, Parkersburg, W. 


Va. 
* 


ILLUMINATED MEDICINE CABINET — 


Built into this welded, one-piece aluminum 
medicine cabinet are vertical fluorescent 
fixtures each using a 14-watt lamp, and an 
incandescent lamp inside the cabinet. One 
switch controls all lighting on the cabinet 
and a convenience outlet for use with an 
electric razor is located on one of the 








fixture channels. All wiring is completely 
concealed. The Bennett Manufacturing Com- 
pany, Alden, New York. 


INCANDESCENT LAMP_— 





A 200-watt semi-silvered bowl lamp de- 
signed particularly for store applications. It 
is equipped with a medium screw base. 
Other data are as follows: PS-30 bulb; C-9 
filament; base-up burning position; 1000- 
hour life. General Electric Co., Nela Park, 
Cleveland, Ohio. 
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Lamps and Lighting Equipment (continued) — 


DESK LAMP 





A desk lamp especially designed for use with 
the new 32 watt, 12 inch diameter fluores- 
cent circline bulb, is equipped with a re- 
movable cigarette rest and ash receptacle. 
The over-all height is 17 inches; shade, 14 
inches by 3 inches; base, 7'/, inches by 2!/, 
inches. It is equipped with power factor 
corrected ballast, radio condenser and man- 
ual starting switch. In rippled gray and 
chrome or electro-plated statuary bronze fin- 
ishes. Faries Manufacturing Co., Decatur, 
Illinois. 





OUTDOOR FLUO. TREE LIGHTS —_____-— 


These fluorescent Chri:tmas tree lights can 
be used outdoors in cold weather as well as 
indoors. The sets have waterproofed cords 
and are equipped with special gaskets to 
be placed inside the sockets for protection 
from the elements. The fluorescent bulbs, 
which come in soft blue, green, coral, yel- 
low and orchid colors, have a screw type 
base, and are independently operated. Each 
lamp consumes about four watts of current 
and has an average life of 1090 hours. The 
strings need no special auxiiary equipment 
in order to operate, although they are made 
with the same type fluorescent powders that 
go into fluorescent tubes for regular resi- 
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dential and commercial use. Sylvania Elec- 
tric Products, Inc., 500 Fifth Avenue, New 
York 18, N. Y. 


DISPLAY LIGHTING UNIT 





A display lighting unit for store, window and 
display illumination. The holder is an alumi- 
num casting finned to radiate the heat gen- 
erated by projector or reflector lamps and 
has a gasket fitted permanently into its 
mouth to make a water-tight connection. 
Adjustments of 360 d2grees horizontal’y and 
180 degrees vertically secured in a fixed 
posi:ion by a hand-cperated set screw. Un- 
derwriters’ Laboratories approved. Steber 
Manufacturing Co., 2700 Roosevelt Rd., 
Eroadview (Maywood P. O.}), Ilinois. 
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REFLECTOR 





Designed for instant attachment or removal 
to simplify the job of cleaning, this re- 
flector is equipped with a spring lock that 
requires only thumb pressure to release it. 
Reflector, socket and lamp are removed as 
a unit. Quick disassembly of all parts is 
made by a spring-mount2d socket, which is 
removed by slight upward pressure and a 
quarter turn. Lamp and socket may be re- 
moved together. Finished in porcelain 
enamel, and available in a variety of styles 
and sizes. Universal terminal base to fit 
both medium and mogul sockets. Reflectors 
are interchangeable with 3 styles of hoods 
for pendant, right angle or ceiling mount- 
ing. Goodrich Electric Company, 4600 
Beile Plaine Ave., Chicago 41, Illinois. 








FLUORESCENT LAMPHOLDER 


A fluorescent lampholder designed for posi- 
tive contact for both lamp and starter. 
Lamp prongs utilizing a special spring ac- 
tion grip the lamp pins and, according to 
the manufacturer, hold them securely so that 
they cannot be released excepting by appli- 
cation of pressure. It is said to be impos- 
sible to insert a lamp so that it will remain 
in the socket and not make positive contact. 
Allied Electric Products, Inc., 76-82 Coit 
Street, Irvington 11, N. J. 





















COLOR CLIP 





This color clip is a simple, two-part alumi- 
num lighting accessory which consists of a 
holding ring with tension clips, plus a color 
filter. Both fit into a shielding holder cas- 
ing. The whole unit clamps snugly over the 
end of any R-40 reflector bulb, either spot 
or flood type, and completely assembled 
with the filter weighs only five ounces. Six- 
teen color filters, ranging from one-tone 
primary colors to two-tone hues of the red- 
pink and blue-green family, covering all the 
usual display needs, are available. Sylvania 
Electric Products, Inc., 500 Fifth Ave., New 
York 18, N. Y. 


LAMP GUARD ———-_ 





A fluorescent lamp guard that supports the 
ends of fluorescent lamps is made of stain- 
less steel and is permanent'y installed with 
a machine screw and nut. Available for 40- 
watt and 100-watt lamps. Den- El Equipment 
Co., 688 18th Ave., Irvington 11, New Jersey. 








SUNLAMP designed to fold away under the bed and featur- 
ing a built-in automatic timer is constructed of bonderized 
auminum with baked walnut enamel finish; has gooseneck 
for lamp adjustment. General Electric Co., 1285 Boston Ave., 
Bridgeport 2, Conn. 


TABLE LAMP — 








Each of the fourteen individually molded 
oyster-like shells in the stand of this lamp 
is treated with a phosphorescent pigment 
to eliminate fumbling in the dark to find the 
lamp. The lamp is topped by an impreg- 
nated parchment shade decoratively in- 
scribed with a narrow pink braid at top and 
bottom and rises 25 inches in height. 
Frederick Corporation, Box 429, Mineola, 
New York. 


Wention 


LAMP HOOD —— ee 


A lamp hood or shield made of a special 
daylight blue natural colored glass. It is 
supplied with a special spring clip for easily 
slipping over an electric light bulb. It is 
designed for use when machining and in- 
specting shining metal objects as it removes 
the glare. It provides artificial daylight for 
matching color of textiles, paints and color 
printing. When the light bulb burns out the 
hood can be removed and placed on a 
new bulb. It is made in three sizes for 25 
watt to 100 watt lamps. Can be supplied 
in many other colors. Reynolds Electric Co., 
2650 W. Congress Street, Chicago 12, Ill. 
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Lamps and Lighting Equipment (continued) — 




















A projection lamp, designed for slide film 


projectors, requires no forced ventilation 
for lamp cooling and has an eight element 
Rated at 300 watts, 115, 
120, 125 volts, the lamp has a medium pre- 
focus base, T-12 black top bulb and meas- 
ures 5 inches in over-all length. Westing- 


house Electric Corp., Bloomfield, N. J. 


biplane filament. 


YARDLIGHT- 


A yardlight designed for permanent all- 
weather use including heavy snows and 
high winds. The sturdy one-piece construc- 
tion consists of a heavy aluminum 14 inch 
reflector and a 2! inch neck of '/2 inch 
rigid pipe. 
socket, No. 14 wire and cast aluminum wall 
flange including two-hole insulating bushing 
and 2 inch lag screws. Ample space is al- 
lowed under the flange for splicing. Steber 
Manufacturing Co., 2700 Roosevelt Road, 
Broadview (Maywood P.O.) Illinois. 


lt is furnished complete with 
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LAMPHOLDER AND STARTERSOCKETS—— 


These lampholders are made of shock-proof 
plastic with high dielectric strength. One 
piece construction it is claimed by the manu- 
facturer eliminates possibilities of fractures 
or chipping and strengthens structural de- 
sign. Insertion and renewal of lamp and 
starter are simple and permit one-hand ser- 
vicing. Slots in lampholders guide lamp-ends 
into position, a twist of the lamp locks it 
securely in the holder. Tested and approved 
by Underwriters’ Laboratories. Solar Electric 
Corporation, Warren, Pa. 





FLUORESCENT FIXTURES 





A lighting system that makes it possible to 
convert an entire ceiling into a lighting 
The system consists of standardized 
stock sections of louvers, channels and fit- 


unit. 


tings. There are four sizes of louver sections 
which make possible geometric arrangements 
providing flexibility of design for various 
sizes of ceilings. Benjamin Electric Manufac- 
turing Co., Des Plaines, Ill. 


DESK LAMP ——— ———— 





A two-lamp fluorescent lighting unit that 
uses a concealed filter which allows only the 
“vertical” or useful rays to pass through. Of 
all-metal construction, the lamp is designed 
to fit into any office and on any desk. 
Mitchell Manufacturing Co., 2525 Clybourn 
Ave., Chicago 14, Illinois. 


BUBBLE-LAMPS 


Available in 9-light Christmas tree sets and 
also individually, these bubble lamps are de- 
signed for decorative lighting and have a 
fast-moving, tiny-bubble action when lighted. 
The candles containing the bubbling liquid 
are supported by colorful, 2-tone plastic 
holders which also enclose the small lamp 
that lights both the candles and the trans- 
lucent base. Royal Electric Company, Paw- 


tucket, Rhode Island. 
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INFRARED PHOTOGRAPHIC LAMP———__— 





A 200-watt ruby infrared photographic lamp 
designed for dual purpose as a drying de- 
vice and dark room safelight for use with 
ortho films. It employs a mushroom-shaped 
natural ruby glass bulb, silvered from neck 
half-way down the bowl inside and out for 
maximum reflectivity and is equipped with a 
medium screw base. The natural ruby glass 
possesses the ability to transmit infrared 
energy while at the same time filtering out 
visible light. Its cutoff is at approximately 
one micron (10,000 angstroms) and is prac- 
tically complete, less than | percent of the 
visible energy being transmitted. Wabash- 
Sylvania, 500 Fifth Ave., New York 18, N. Y. 


WALL BRACKET 


Cast aluminum bracket lighting unit for out- 
door as well as indoor use. Finished in 
graytone, coppertone, black or ivory and 
comes complete with cylindrical frosted, 
etched enclosing glass, socket and mounting 
bracket. Steber Manufacturing Corp., 2700 
Roosevelt Rd., Broadview (Maywood P. O.), 


Illinois. 














LAMPHOLDER - 


This lampholder features a re-designed trig- 
ger which provides for selection of "high" 
while in an up position, “low” while in the 
bottom position, and "off'’ while in the cen- 
ter position of the switch handle. Rings on 
the lampholder automatically center the 
lamp in the husk and in the glass bowl as- 
sembly and prevent lateral motion of the 
lampholder itself. Serving to fasten the 
lampholder securely in place, the switch 
nozzle has been equipped with a knurled 
mounting ring to facilitate quick and eco- 
nomical assembly. Open spaces in the husk 
have been avoided by inserting the nozzle 
through a correctly sized round opening. 
General Electric Co., 1286 Boston Ave., 
Bridgeport 2, Conn. 





PATHFINDER LIGHT— 


A unit designed for places where illumina- 
nation is required in moderate volume for 
safety and convenience as well as decora- 
tion. Complete assembly consists of a light- 
ing unit, 3x3 inches, with aluminum cap, 
plus socket and yoke section over a socket 
tube; riser conduit, and a canopy base with 
outlet box having a 7 inch spike. The con- 
duit is not included in the standard equip- 
ment. Light unit is furnished for low voltage 
or standard 100-volt circuits. Canopy base 
has die cast aluminum covering over outlet 
box. Knockouts are provided in outlet box 
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for conduit. Cannon Electric Development 
Co., 3209 Humboldt St., Los Angeles 31, 


Calif. 
e 


SWIVEL SOCKET 





Screw-in type swivel sockets with hood 
shades that will accommodate up to a 300- 
watt, type R-40 bulb and are available with 
or without removable louvers. Full universal 
adjustment with 90-degree vertical range 
and 350-degree horizontal range. In addi- 
tion to standard screw-in type, these units 
come with screw-in extension pipes of vari- 
ous lengths. Swivilier Company, 28 Irving 
Place, New York 3, N. Y. 


St 
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BANTAM ELECTRIC RANGE bakes, broils, roasts and 


cooks. 


Imbedded coi's are wrapped around the al'-steel heav- 


ily insu ated, pcrce/ain enamel oven lining to provide a maxi- 
mum input wattage of 1650 watts thermostatically control.ed 
for baking and roasting. Landers, Frary & Clark, New Britain, 


Conn. 


ELECTRIC WASHER — 
<a. -_ . 


— 








This 2-speed washer permits “controlled 
speed" washing: Low Speed for fine silks, 
rayons, woolens and curtains; and high 


speed for heavy pieces such as sheets, pi.low 
cases, shirts and overalls. The washer is 
49'/2 inches high and 29 inches by 29 inches 


in floor space. A safety switch at the base 
of the panel shuts off the motor instantly 
in case of overload, or a stalled motor. 
It guards both the machine and operator 
and guards against blown fuses from an 
overioaded wringer. The motor is rubber- 
cushioned, has floating power, is oi'les; and 
splash-proof. It has no be!t, but full power, 
direct drive, strain absorbing hose type 
Coupling. Landers, Frary & Clark, New 
Britain, Conn. 


FLOOR POLISHER ——— 





This electric floor polisher is designed for 
household use. It is light in weight, 13 
pounds, and goes into operation at the 
flick of a switch. The electric motor is 
geared directly to the rotary brush, doing 
away with all pulleys and belts. It is 
equipped with an insulated appliance cord 
and a plastic winding knob. The polisher's 
nine-inch brush gives a wide, rotary action 
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right up to baseboards and corners, leaving 
no unpotished str’ps on floors. The Toadroy 
Manufacturing Company, Wellington, 


Kansas. 


WATER COOLER —— 








Capable of serving approximate'y 89 per- 
sons per hour, this bottle-type electric cooler 
comes in a cabinet of heavy gauge gal- 
vanized and bonderized steel with welded 
construction and finished in brown cpales- 
cent lacquer. Cooling unit of the storage 
tank type holds four quarts of cooled water 
and is of stainless steel. Cooling is by flat- 
tened, spiral copper refrigerant coi!s bonded 
to the outside and insulated. Ebco Manu- 
facturing Co., Columbus, Ohio. 
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By Alfred Byers, Secretary 


National Electrical Wholesalers Association 





AREA MEETING SERIES 


The series of area meetings for 
N.E.W.A. members being conduct- 
ed this fall in twenty major market- 
ing centers throughout the country 
is proving to be a very successful 
undertaking. Attendance at each one 
has been excellent. Many helpful 
ideas have resulted from the discus- 
sion periods. As a consequence a 
number of specific su7gestions for 
improving and enlarging the associa- 
tion’s activities and programs have 
been contributed. These are being 
referred to the particular commitees 
concerned for their consideration. 

Managing Director, Charles G. 
Pyle, contends that this series of 
member meetings has demonstrated 
the value of discussing association 
operations with small member 
groups. Conventions, he pointed out 
are necessarily too strictly patterned 
and formalized to permit the down- 
to-earth discussion which area meet- 
ings encourage, An_ organization 
that is representative of an essential 
national industry, and is as large 
as N.E.W.A. has become, requires 
both the convention and area type 
meetings to discharge its full re- 
sponsibilities and to provide the 
services which its membership has 
every reason to expect. The success 
of this fall’s experiment, Mr. Pyle 
says, proves — convincingly — the 
wisdom of following hereafter the 
practice of “taking the association” 
to its members in their own locali- 
ties. 


HAVE YOU SEEN HIM? 


Whom ? 
Wholesaler ! 

He is being displayed in the of- 
fices, warehouses, and counter sales 
rooms of N.E.W.A. members every- 
where. “He” is a poster dramatizing 
the services the electrical wholesaler 


Why, Mr. 


Electrical 


performs for his supplying manu- 


facturers and for his own dealers 
and industrial customers. [Every 
member has been supplied with 


copies of these colorful and effective 
posters, and many additional copies 
have been ordered. 

N.E.W.A. members also have 
been furnished with a quantity of 
this poster in letter head size. These 
are being distributed by members, 
in their mail, to their suppliers and 
to their customers. They _ tell 
graphically, and at a glance, the 
many indispensable economic serv- 
ices electrical wholesalers render to 
those to whom they seil, and from 
whom they buy. 

These are the latest practical aids 
developed by N.E.W.A. to assist 
its members in the never ending 
task of sell'ng the services of whole- 
salers to the industry, to the trade, 
and to the consuming public. Mass 
production is impossible without 
mass distribution and these 
N.E.W.A. posters dramatize 
wholesalers do their part in the 
electrical industry's successful oper- 
ation under that economic fact. 


how 


TIME PAYMENT SALES BOOSTER 
CREATES WIDE INTEREST 


“Time Payments Multiply Sales” 
was the subject of N.E.W.A.’s 
first issue of its newest bulletin serv- 
ice, especially designed to increase 
sales of Appliance Division mem- 
bers. This particular issue pictured 
and explained the advantage open 
to dealers who utilize time payment 
selling methods to increase their 
sales volume and customer contacts. 

The Appliance Division members 
and their salesmen are putting that 
issue of the booster to good use, as 
was expected. What was not quite 
so expected, however, was the wide- 
spread interest shown by banks and 
financing companies from whom a 
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number of compliments and further 
inquiries have been received follow- 
ing the publicity given this new 
N.E.W.A. service in the trade and 
daily press. 

Time Payment selling is a factor 
which is again making itself felt in 
the distribution of consumer hard 
N.E.W.A.'s Sooster 
on Time Payment Selling seems to 
have been very well timed. Other 
issues, on other vital problems en- 
countered daily by appliance sales- 
men and their dealers are in prepa- 
ration. These will get right 
down to cases to demonstrate to 
the N.E.W.A. member’s appliance 
salesman how he can 
sales and his income. 


goods. Sales 


also 


increase his 


N.E.W.A. TELLS ITS MEMBERS THAT— 
“LIGHTING IS BIG BUSINESS” 


The first recently released issue of 
the Supply Sales Booster created 
especially for members of the Ap- 
paratus and Supply Division of 
N.E.W.A., impresses even a casual 
reader with the fact that—“ Lighting 
ls Big Business.” The pictures, fig- 
and charts, which 
make up that Booster, stress just 
how big that market really 1s. 

The members’ salesmen are quick- 
ly convinced of their ready oppor- 
tunities in the lighting field. They 
are shown, moreover, where those 
opportunities are, and how to go 
after them. Lighting still remains 
one of the biggest sales fields for 
the electrical wholesaler. With the 
capsule size pep-talk this Supply 
Sales Booster gives him, it is be- 
lieved that the wholesaler’s salesman 
will be greatly enthused to go out 
after his share of this huge market. 

It may be ‘‘corny’’—but it’s true 
—that the Supply Sales Booster 
lights the way and brightens the 
path to bigger and more profitable 
lighting sales for N.E.W.A. mem- 


ures, cartoons, 
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bers’ salesmen. Like its Applianc» 
Division counterpart, the Supp 

Sales Booster will, in the followir z 
editions, now under _ preparati 
bring to N.E.W.A. Members’ Su 
ply salesmen the real low-down 

a number of other electrical prod 
fields where the rewards are hi 
for the salesmen who are willing 
go out and sell, 


’ 


PROGRAM AND PROJECT COMMITTEE 
HOLDS INITIAL MEETING 

Last month, prior to the Board 
of Governor’s meeting at Hersh« y, 
Pennsylvania, the newly appointed 
Program and Project Committee of 
N.E.W.A. held its first meeting. 
N.E.W.A.’s president, E. B. Ingra- 
ham, is the committee’s chairman 
Serving with him are D. M. Sals- 
bury, and G. F. Kindley, N.E.W.\ 
vice presidents and chairmen re- 
spectively of the Apparatus and 
Supply Division and the Appliance 
Division, and also R. A. Stott, D. L. 
life, Herbert Metz, R. J. Brown 
and W. G. Peirce, Jr. 

The committee devoted an entire 
day to consideriag many sugges- 
tions. Manager Director Pyle re- 
ported from the area meeting so 
far conducted this fall among 
N.E.W.A.’s membership. They also 
discussed possibilities for additional 
activities which members of the 
committee themselves proposed 
Plans for the program for the 40th 
anniversary convention at Buffalo, 
New York, next May were tenta- 
tively considered. 

A comprehensive report of all 
these matters was presented to the 
meetings of the Executive Commit- 
tee and Board of Governors at Her- 
shey last month. These proposals 
are now being worked out by the 
various committees most directly 
affected by them. 

It is already very evident that the 
idea of an actively functioning Pro- 
gram and Project Committee in 
N.E.W.A. is a decidedly workable 
one. The effect of this committee s 
efforts will definitely be one to make 
existing Association activities mort 
beneficial to members and to in 
crease further the number of ser 
vices available to members. ~ 
committee is scheduled to 
again next month. 


N.E.W.A. CATALOG COMMITTEE 
LAMPOONS BY CARTOONS 


N.E.W.A. has long advocated the 
observance, by manufacturers, of 2 


ELECTRICAL WHOLESALING—November, 1917 





meet 


1 the 


19.47 





few simple suggested standards 
1en printing their handbook sheets 
- wholesalers’ salesmen’s catalogs. 
anufacturers have cooperated to a 
eat extent for which the whole- 
ler and his salesmen are grateful. 
ww and then a few forget. 
lor the benefit of the “forgetful,” 
E.W.A.’s Catalog Committee has 
rnished a series of humorous car- 
toons to every member. Each one 
ustrated some one deflection from 
the suggested N.E.W.A. standards, 
- example, margin, color, punch- 
x, type spacing, etc. When a 
nember receives from a supplier a 
sheet not conforming in some re- 
spect to the suggested standard, it 
is suggested that he send such sup- 
plier the particular cartoon related 
the point. 
The manufacturer will chuckle, 
doubt, at the jocular reminder. 
He will, in all probability, also 
realize that the laugh really is on 
him. He very likely will do every- 
thing he can to assist his whole- 
saler the next time his sheets are 
published. At least, that is the 
worthy objective of the Catalog 
Committee. 


Wholesaler Celebrates 
25th Anniversary 
CINCINNATI—Electrical dealers, ap 


roximately 1,000 strong, from Ohio, 
Indiana and Kentucky recently helped the 
& B. Electrical Company, wholesale 
trical appliance distributors of this 
city, celebrate its 25th anniversary at the 
Hotel Gibson 
Mayor Carl Rich of Cincinnati off 
ially opened the celebration. The prin 
cipal speaker was the Reverend Harvey 
C. Hahn of Dayton, Ohio. His topic, 
Burnt Matches,” dealt with a man and 
s goal. Reverend Hahn explained that 
«lore a man can achieve any goal he 
st have a set program in mind and 
st be ready to accept responsibilities 
attain his set purposes. 
\bout 30 manufacturers showed their 
latest wares at the meet. Some of the 
ms exhibiting were: General Mills; 
Sperti, Inc.; Hamilton-Beech Co.; The 
“ilex Co.; General Electric Corp.; Arvin 
rp., and the Toastmaster Division of 
McGraw Electric Co.- Jack Bogdan, 
sident of B. & B., said that the exhib- 
appliances will be ready for the 
ristmas market 
he program chairman was William 


Fromeyer, general manager of B. & B. 


Jimmy Leonard of Station WSAI was 


nr 


ster of ceremonies. 














The KNIGHT 
Patented 
Adjustable 
Octagon 
Extension 











TT 7 
il A 

















. 7 3'2"-4" Octagon 
Wh a) vi and 4” Concrete 
Boxes 


In alteration work, especially where new 
ceilings are to be added, this Knight prod- 
uct protects profits by saving valuable in- 
stallation time. Ordinarily, when pipe fails 
to line up with knockout holes, either the ime 


pipe must be bent or special fittings used. 
But when the Knight Patented Adjustable 
Octagon Extension Ring is on the job, 
knockout holes may be lined up by merely 
loosening the bracket screws and revolving 
the ring to the required position. 





Other famous Knight products are: Con- 
CRETE OuTLET Boxes, HunG CEILING BOxEs, 
VERTICAL AND HorIzONTAL I-BEAM CLAMPS 
with Box or Pipe Supports, STEEL Door 
Buck Box Supports, SQUARE AND OCTAGON 
Boxes, THIN WALL PARTITION Boxes, GANG 
Boxes, BAR HANGERS, Etc. 





Send for illustrated literature and new 
lower price schedule. 


More than 40 YEARS of service 
to contractors and jobbers — 
em ancora 


ELECTRICAL PRODUCTS CORP. 
1361 Atlantic Ave., Brooklyn 16, N. Y. 
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Radio, Television Equipment and Parts 





FM ANTENNA — — 
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Air antenna, described as the Model 159, 
has been designed specifically for use on 
the 88 to 108 MC. FM band. It has an omni- 
directional pickup pattern which, the manu- 
facturer reports, results in FM signals be- 
ing received from a!l directions, requiring 
no special orientation. Of all aluminum con- 
struction, its smallness in size contributes to 
low wind resistance and in local metropolitan 
areas the antenna can be located indoors 
satisfactorily. Rau!and Corporation, 4245 No. 
Knox Ave., Chicago 41, Minois. 


FM AND TELEVISION ANTENNA 








| 
JZ | 
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Giving a blanket coverage of 44 to 216 
megacycles this feather-weight FM and 
Television receptor is pretuned at the fac- 
tory for high gain at all frequencies. Easy 
to install, the unit is of polished aluminum 
construction and comes complete with all 
fittings. Interstate Manufacturing Corp., 
138 Sussex Ave., Newark 4, N. J. 


MINIATURE RADIO 





This miniature radio needs no ground con- 
nection. It is equipped with antenna con- 
nection wire and a sma'l spring clip so that 
it may be ea ily attached to any bare metal 
object available, a reading lamp, floor fur- 
nace grill, telephone dial stop, or window 
screen. A specially designed condenser en- 
ables full broadcast reception, according to 
the manufacturer. It is 434 inches by 3 
inches by 3 inches in size. Cabinet is mo'd- 
ed plastic and is available in a choice of 
red, white or blue. Modernair Corporation, 
952 S. Grand Ave., Los Angeles 15, Calif. 





ANTENNA TOWERS — = 





A line of aluminum towers, ‘Tailored Towers," 
that can be assembled by one man using 
only a common wrench, has been announced 
for use by amateur radio operators as a 
lightweight tower for directional beam 
antennas. Designed to support a load of 
two hundred pounds, having an area equiva- 
lent to five square feet of flat surface in a 
seventy-mile wind, the triangular, tapered, 
lightweight towers are self-supporting and 
can be erected by hand. A lighter top 
load, or a ten or twenty foot tower reduces 
the amount of concrete necessary. For 
rooftop installation, a strong plank footing 
bolted to roof suffices. Fabricated Light- 
metals Company, 42 West [5th St., New 
York, N. Y. 


FM CONVERTER ——— 








This device may be attached to any ordi- 
nary radio receiver in FM _ broadcasting 
areas, and makes it possible for the listener 
to hear static-free FM programs. The con- 
verter, using the regu'ar amplifying faci:i- 
ties of the AM broadca:t receiver for vol- 
ume, measures 9!/2 inches by 7 inches and 
is housed in plastic case. It tunes all FM 
stations on the new wave band. John Meck 
Industries, Plymouth, Indiana. 





RECORDING UNIT 





A combination recorder, record player and 
public address system are built into this one 
unit which provides a means for permanent 
recording of sound from any source, plus 
immediate playback facility. Dual speed 
permits recording of 12 minutes on a 10- 
inch disc at 33 r.p.m., or it copies a 12-inch 
commercial record on a 10-inch blank at 78 
r.p.m. It can also serve as a public address 
system. Bell Sound Systems, Inc., Columbus, 
Ohio. 
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NEW PRODUCTS CATALOG SECTION 





Testing, and Measuring Equipment 





PILOT LIGHTS 





A red or clear neon pilot in white, ivory, 
brown or black plastic, spring-mounted re- 
quires no screws. It requires an opening 5 
inches by I'/4 inches and has a depth of 
| inch. Also available is a pilot light using 
a C-7 lamp in a plastic socket. This socket 
is mounted in a single ¥% inch hole and is 
furnished with 6 inch pigtail leads. A trans- 
lucent white plastic front panel lens is held 
in position by a spring clip and is mounted 
in a | inch hole. Hart Manufacturing Co.., 
110 Bartholomew Ave., Hartford,, Conn. 


FLUORESCENT LAMP TESTER + 





Compact and self-contained this tester, 
measuring 5!/2 inches by |1'/2 inches, is de- 
signed for counter use. Tests all standard 
size lamps and starters quickly and accu- 
rately. Operates on 110-120 volt a.c. 
Compco Corp., 2251 W. St. Paul Ave., 
Chicago, Illinois. 


OHMMETER - 


A miniature, pocket-sized ohmmeter enclosed 
in a tubular plastic case /g inches in diam- 
eter and 534 inches over-all length. Direct 
readings between 0 and 10,000 ohms are 
given on a 1.5 milliampere full scale sensi- 
tivity Weston meter in series with a 1,000 
ohm molded carbon resistor and a standard 
penlight dry cell. Test electrodes include a 
stainless steel prod built into the meter case 
and one secured to the tip of a I7 inch test 
cord. Sylvania Electric Products, Inc., Radio 
Tube Division, 500 Fifth Ave., New York 18 
N. Y. 


OR 


“i 





INDICATOR LIGHTS 

Neon-glow lamp indicators primarily de- 
signed as a sub-assembly for use with elec- 
trical equipment requiring a lighted indi- 
cator device. Heat-resisting outer housing 
provided with suitable mounting bracket, 
which encases the neon-glow lamp (perma- 
nent or replaceable) and proper resistance 
for operating on voltages of 70 volts and 
upward, a.c. or d.c. American Electronics 


Corp., 226 No. Fourth St., Columbus, Ohio. 





TUBE TESTER— 





This tube tester, built especially for counter 
use, shows the customer the condition of 
his tube on a 7!/2-inch double meter by 
means of a good-bad scale, which has 
identical readings on both sides. The tester 
has a rotary selector lever type arc switch 
that provides positive, reliable and simple 
switching. Another feature is a mechanical 
roll chart with listing of tube types. Radio 
City Products Co., Inc., 127 West 26th 
Street, New York I, N. Y. 


TUBE TESTER 





A standard type tester with a 3-way switch- 
ing arrangement which makes possible the 
testing of a tube regardless of base con- 
nections or the internal connections of its 
elements. It features a ‘'no-backlash" roll 
chart which automatically takes up the 
slack in the paper chart and, by keeping 
the chart in constant tension, makes it im- 
possible to turn the selector wheel without 
moving the chart. Simpson Electric Co., 
5200-18 Kinzie St., Chicago 44, Illinois. 
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Miscellaneous 





PROGRAM CLOCK 








This program clock system eliminates the 
necessity for central control clocks, added 
accessories and frequent servicing, accord- 
The clocks are 
with 
for installation at as 


ing to the manufacturer. 


available in various sizes single or 
double 
many key points throughout the building as 
signals are sounded 


automatically, with no supervision required. 


mountings 


required. Program 
Timing of programs can be changed easily 
at will. Auth Electric Company, Inc., 34-20 
45th Street, Long Island City |, New York 


RESISTOR 





This metal film resistor is made non-induc- 
tive in resistance values ranging from '!/2 
ohm to 50,000 ohms depending on type, 
with a precision accuracy of | percent, ac- 
cording to the manufacturer. The resistor 
can be used for high frequency application 
and heavy wattage loads in sizes !/2, |, 2 
and 5 watts. When used in d.c. circuits or 
circuits employing commercial frequencies 
the peripheral spiral method of calibration 
is said to produce resistance values ranging 
from '/2 ohm to 50 megohms with an accu- 
racy of | percent. Continental carbon, Inc. 


Cleveland, Ohio. 


APPLIANCE TRUCK 


When this appliance truck is erect, the 
wheels lock in a forward position for load- 
ing. As the load is picked up, a convenient 
foot pedal releases the wheels and they 
swing back, locking in position to carry the 
load. The truck has a capacity of 2000 
pounds and weighs but 64 pounds; its all- 
welded steel tubular frame is rubber covered 
to assure protection to the appliances. A 
double provided for cinching 
either one or two |2-foot straps around the 
appliance. Colson Equipment and Supply 
Co., 1317 Willow St., Los Angeles, Calif. 


ratchet is 





FLASHLIGHT 


A small flashlight, six inches in length, that 
can be stored in the glove compartment of 
a car. It is made of ethyl cellulose and is 
unbreakable. The lens is made of poly- 
styrene. It is a two-cell flashlight and re- 
quires junior size batteries, | inch by I¥%/, 
inches. Bright Star Battery Co., Clifton, N. J. 





FLASHLIGHT 





Approved by Underwriters’ Laboratories for 
Class |, Group D, hazardous locations, all 
working parts (including bulb-ejector me- 
chanism) of this flashlight are contained in 
a small sealed-in-head unit, which is popped 
in or out of the steel-lined neoprene case 
whenever bulb or batteries are to be 
changed. Switch locks in “off’’ or “on” 
position and the flashlight has no exposed 
metal parts. Lennan Lights, Inc., 231 West 
Olive Ave., Burbank, Calif. 


STORAGE BATTERY — 








A miniature battery enclosed in a one-piece 
moulded plastic case weighs but one ounce. 
Designed for use with miniature and sub- 
miniature filament type tubes in pocket 
radios, hearing aids, etc. Vitamite Company, 
227 West 64th St.. New York, N. Y. 
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NEW PRODUCTS CATALOG SECTION 











HEATING ELEMENT 


This heating element temperature control 
has been developed for developing tanks in 
the photographic field, where temperatures 
are to be maintained at a fixed temperature. 
It can also be used in aquariums for tropi- 
cal fish or in sink sections of soda fountains 
to maintain sterilizing temperatures of 180 
degrees Fahrenheit. The units can be sup- 
plied with 100, 250, 500 and 1|,000 watts for 
various temperatures. The control box is 
stainless steel and the tubes brass nickel 
plated. It also has a rubber extension cord 
and plug. Acme Laboratory Equipment Co.., 
502-508 West 124th St., New York 27, N. Y. 














ELECTRIC FENCE GATE 


Of molded plastic with ridged surface and 
stops on either end, this gate allows shock- 
free handling even in wet weather. A metal 
compression spring encased in the plastic 
handle maintains contact between the two 
ends of the fence wires which the gate con- 
nects. Accessories Manufacturing Co., Inc., 
Kansas City, Missouri. 


; er 
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HEARING AID, ouly slightly larger than a cigarette pack- 
age, contains batteries, microphone, tubes, transformer and 
printed wiring circuit and fits easily into a pocket or concealed 
beneath the clothes; uses tiny earpiece receiver. Allen-Howe 
Electronics Corp., 5 No. Wabash Ave., Chicago 2, Ill. 


PANELBOARD 





This panelboard for the control of light and 
small power circuits is available for delivery 


in 4 to 12 circuits, flush or surface type. 


The panelboard has a steel tension spring in 
the switch assembly which exerts constant 
pressure on stationary contact parts to as- 
sure positive electrical contacts throughout 
life. The steel enclosure is shallow in depth, 
37%, inches, permitting flush type panels to 
be mounted in thin walls of sheet rock, wall 
board, masonite and other materials. Fed- 
eral Electric Products Co., 50 Paris Street, 
Newark 5, N. J. 
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ELECTRIC FENCER 


Delivers intermittent stinging shocks with 
on-off action controlled by a ‘wheel'’ type 
contact. Combination design permits use 
on high line or with any 6-volt hot shot 
battery or storage battery. Working parts 
are sealed for protection from weather or 
tampering. Red Devil Tools, Irvington, N. J. 
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Your Customers | 
Wl hike this WOW 


PATHFINDER 
tens / 







‘} GREEN 
~ 


> AMBER 


CHOOSE FROM MANY 
COLORED LENS COM- 
BINATIONS for special col- 


or effects, directional lighting 
and marking: 360° narrow lens, 
and 180° split sections. Available 
in unbreakable polystyrene plas- 
tic in the following colors: crystal 
standard), red, green, blue, and 
amber. Prisms throw light up- 
ward or downward as desired. 








Riser conduit in as- 
sembly shown above 
is not regularly fur- 


| 

| 

| 
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| 

| 
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| 
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| 
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| IT MUST BE SEEN! "iif eeri2. 
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fm ORDER a Sample for 
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your Showroom TODAY! 





Display this unique new Pathfinder Light, and 
your sales are assured. The Pathfinder is a profit 
item and sells wherever shown. 

Made in two parts: head light unit and canopy 
base with spike and outlet box. Finish is in alu- 
minum paint.. Specify 12-16 Volt or 115 Volt service. 

It will not replace bright lights or flood lights, 
but will give ample light for steps, roadways, paths, 
gardens, porches, docks, hotel grounds, institu- 
tions, parks, motor courts, restaurants and innu- 
merable other places. Write for Bulletin and prices. 





@ DRIVEWAY 






















SPECIAL OFFER: We will send you a complete unit 
of the 115-Volt type with three color combination 
lens, and wire attached and 12-inch riser conduit, 
ready to plug into your light circuit for $10.95 (list). 
This offer expires Dec. 31st, 1947. ORDER TODAY! 


CANNON CONDUIT FITTINGS LISTED AS APPROVED 
BY UNDERWRITERS LABORATORIES. Shown at left 
are the CNT-1U Box connector aluminum alloy 
with zinc clamp) having o.d. 5/32” to 21/32”, with 
reversible clamp. CF-1U for 1/2” flexible conduit, 
and CF-2U for 3/4”, diecast aluminum alloy. 


NEW LOW PRICES IN EFFECT 


come: Vii ic], maiiag iis 


CANNON 


cect’ / DEVELOPMENT COMPANY 


3209 Humboldt Street, Los Angeles 31, California 


Conada & British Empire — Cannon Electric Co., Ltd., Toronto, Ontario © World Export 
Agents (excepting British Empire) Frazar & Hansen, 301 Clay St., San Francisco 11, Calif 
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(Continued from page 73) 


New York for a joint entry on Banl 
Lighting; John B. Martin and Lucian 
Kight, Duquesne Light Co., Pittsburg] 
Pa., for a joint entry on store lightin 
Robert W. McClurem Cincinnati Gas 
Electric Co., Cincinnati, Ohio, for stor 
lighting installation 

Wholesalers’ Lighting Specialists «a1 
Salesmen who were awarded certificate 
of merit included: I. J. Chesley, Gener: 
Electric Supply Corp., industrial light 
ing; J. B. Johnson, General Electric Su 
ply Corp.., store lighting ; Sol Cohn, Calit 
Electric Supply, store lighting; T. \W 
Lauer, Rumsey Electric Co., store light 
ing; John L. Clugston, Hyland Electri 
Supply Co., industrial; John W. Thomas 
Westinghouse Electric Supply Co., in 
dustrial; Joe M. Fitch, Protective Ele« 
trical Supply Co., press room lighting 
Amos R. Jackson, Westinghouse Electri 
Supply Co., floodlighting; Kermit R 
grown, General Electric Supply Corp 
store lighting; K. W. Moore, Westing 
house Electric Supply Co., sanctuary 
floodlighting; D. R. Owens and D | 
Lance, Westinghouse Electric Supply C 
office lighting; C. K. Lambka and N. O 
Bolander, Graybar Electric Company, of 


hice lighting 


Westinghouse Distributors 
to Push Lamp Sales 
P] rTSBURGH A localized plan 


attack and an overall company lamp 
promotional push is sparking the natio1 
wide campaign of Westinghouse lamp 
distributors to increase sales in their 
territories. 

The plan to increase distributor sales 
of Westinghouse lamps, developed by the 
Advertising & Sales Promotion Depart 
ment of the Lamp Division, was timed to 
coincide with one of the largest consume 
and trade paper advertising schedules 11 
the history of the Division 

Salesmen working out of the various 
Lamp Division District offices have beer 
uutlining the plan to principal distribu 
tors in their areas. The presentation 

icludes a master set of charts, pictures 
and promotional suggestions for the sales 
men to use in their discussions before 
the more than 300 Westinghouse dis 
tributors, their key salesmen, and West 
inghouse Electric Supply Company sales 
men. The lamp market in each distribu 
tor’s territory 1s analyzed and described 
on the chart in personalized form. Eact 
distributor's goal is then set, and the 
methods of accomplishing the objective 
are specified 


These methods include \ knowledge 
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the lamp business and its potentialities 
profitable, steady business: analyzing 


ictive accounts and = obtaming new 
eS ees ae U Ss a & Ri é G & L 
mpany'’s promotional efforts and fol 

ALL-STEEL 
f lamps per day, and at an average lis! T 
_ of 8 — for -_ _ rted lamps. 2 i DE N pate = YPE 


at means $234 additional sales a year, 


wing them through 


‘Any dealer can sell one more carton 


the presentation points out. Four mor 


rtons a day sold would add $936 to £4 i ' INGS a 
J : e 


ich retailer’s annual sales total 


Wholesalers to Lecture 
On Business Operation 


KANSAS CITY—Executives of ap 


pliance and radio wholesaling firms in 
is city will present four of the = six 
tures comprising an evening ccurse in 
tail business operation being offered by 
e extension division of the University 
Kansas 
J. H. Wimberty, Jr. presitent of the Cross Section 
uperior Distributing Co., will speak on Showing 
dvertising. “Creating Consumer Dx indentations. 
mand” is the title ot the lectur to be 
resented by K. G. Gillespie, manager of 
the Jenkins Wholesale Division Phe 
subject of F Rk Jensen sales manager | 
f the Federal Distributing C« will be | 
Stores Salesmanship.” Larry C. Bray, 
listrict manager of the Graybar Ele 
tric Co., will discuss store lhghting : so 
lias. cilities’ tetas’ Neciiieiemie: “lay Wink saan _ Select the best, insist on Briegel @ 
ire “New Merchandising Methods,” to be All Steel Fittings, the only approved = y, 
presented by W. H. Edsell, sales managet Indenter type connectors and coup- 
of the Stowe Hardware Co.; and “Store lings for thin wall conduit tubing. 
Layout and Display,” to be discussed by You will not only find that Briegel © 


\. J. Stephens, president of the A. J Indenter Fittings are easier and @& 


faster to use, but also make neater, 
stronger connections. Two Easy & 
Squeezes and they’re set. Start using 
Briegel Fittings today. Have more 
satisfied customers — more profits 
from each job. 


Stephens Co. and a director of the Wat 
sas City Merchandise Mart 





DISTRIBUTED BY 

The M. B. Austin Co., Northbrook, Ill.; Clayton Mark A 

& Co., Evanston, Ill; Clifton Conduit Co., Jersey ro ] 

City, N. J.; General Electric Co., Bridgeport, Conn.; 

The Steelduct Co., Youngstown, Ohio; Enameled 2 
Metals, Pittsburgh, Penn.; National Enameling & oe 
Mfg. Co., Pittsburgh; Penn.; Canadian General 
Electric Company, Ltd. 


i, ~ All B-M Fittings Carry the Underwriters 
Seal of Approval and Canadian Standards 
2 Ass'n Approval No. 8275. e 


NEATERe FASTE® 


in 
s 
we 
« 





J. : HELMS is the manager of the (BM) BRIEGEL METHOD TOOL CO. 


new buiiding and office of the Incan- 
GALVA, ILLINOIS 


descent Supply Co., Fresno, Calif. The 
new building contains over 12,000 sq. 
ft. of floor space, including a 3,000 sq. 
ft. air-conditioned mezzanine. 
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FOR PROMPT DELIVERY EAGLE SLO-LAG 
RENEWABLE CARTRIDGE FUSES 





No newcomers are EAGLE cartridge 
Fuses and Links. They have proven 
themselves through the years by their 
performance and quality ... yet are 
as up-to-date as today's newspaper. 


NOTE THESE FEATURES: 

Cat. +660, 3 to600 Amp., 250 V |. Fibre bridge for perfect alignment. 
UNDERWRITERS’ LISTED 2. Only one cap to UNSCREW. 
APPROVED BY CSA 3. Single link makes installation easy. 
No gadgets or parts to lose. 





Eagle Fuses cost no more than ordinary Fuses. 
Increase your sales with Eagle Fuses! 













#780 jf 





BRANCH OFFICES 
AND 
WAREHOUSES 


LOS ANGELES 
2566 San Fernando Road 


MINNEAPOLIS 
2015 Pleasant Street 
MILWAUKEE 
1027 W. McKinley Ave. 
PHILADELPHIA 
EAGLE ELECTRIC MANUFACTURING CO.. Inc. S679 Montgomery Sve. 
23-10 BRIDGE PLAZA SOUTH, MONTREAL 
CONG ISLAND CITY 1, N. Y., U.S.A 619 St. James St. West 
TORONTO 
% CHICAGO te SAN FRANCISCO 1207 Bay Street 
627 West Jackson Blvd. 1282 Folsom Street % BOSTON 


170 Summer Street 





%& Indicates locations of Worehouse Stocks. 

















F. A. McCLURE was named as out- 
side salesman of the Los Angeles 
Wholesale Electric Co. after having 
| spent four and a half years in the 
army. Aside from some city accounts, 
he will cover suburban towns in the 
Vetropolitan Los Angeles area. 





Television Relay Brings 
Schenectady Distant Game 


\ new commercial television rela 
vith sufficient power to bring in maj 
football games as well as other daytime 
programs from New York, was officiall 
inaugurated on Sept. 29 by WRGB, Gen 
eral Electric's television Station 
Schenectady 

\ series of college football game 
will be relayed from eastern stadiums 
every Saturday up to and including the 


Penn-Cornel game to be played = or 
Thanksgiving Day at Franklin Field 1 
Philadelphia. This marks the first time 
since the King and Queen of England 
visited the New York’s World Fair that 
an afternoon program has been relayed 
lor the past seven years, programs have 
been experimentally relayed during eve 
ning hours only 

This new circuit, known as a micro 
wave relay operating in the 2,000 mega 
cycle region, is extremely directional 
Located atop the 650-foot General Elec 
tric office building at 570 Lexington Ave 
in New York is a rotating transmitter 
ind antenna which can be directed to pick 
up television programs originating at 
NBC, DuMont or Columbia 

These programs are beamed by micro 
waves 55 miles up the Hudson valley t 
the first relay on Beacon mountain; ther 
on to the second relay on Round Top 
Mountain, 55 miles farther up the valley 
then to the third and final relay located 
nthe Helderbergs, 1 distance of 29 
miles from Round Top. As the signals 
reach this relay they are sent 14 miles 


to the WRGB studio in Schenectady, put 





‘. hrough the main control board an 
162 flashed back to the main transmitter it 
#930 ¢ the Helderbergs for telecasting to the 

3 WRGB area 
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kinzly Serves on Panel 
Of Trade Convention 


H. M. Kinzly, president of the Buffalo 
rld Trade Association and export 


es manager of the Upson Company, 
Lockport, N. Y., was a member of a 


el which conducted a forum on curren‘ 


de problems at the 34th Nationa! 
ade Convention held in St. Louis from 


Oct. 20 to 22 


The panel on which Mr. Kinzly served 
luded executives and officials repre 
senting both government and industry 

is small group of some of the coun 
ry’s leading authorities on export prob 
lems directed discussions and answered 
estions relating to world trade prob 
ems at the forum session, held at the 
Hotel Jefferson on Oct. 22. William S 
Swingle, executive vice president of the 
National Foreign Trade Council, Inc., of 
New York City, was chairman of th 


session 


Graybar Branch Reopened 
In Fresno, California 


The Graybar Electric Company has 
opened its branch in Fresno, Califormia 
Its present quarters are considerably 
larger than those formerly occupied, com 
prising 16,000 sq. ft. of floor space 

L. C. Johnson, the present manager 
was at one téme operating manager at 
Salt Lake City and later became resident 
salesman in the Fresno territory He 
was appointed manager upon the reopen 
ng of the office 

G. G. Madgwick is operating manager 


1 


Mr. Madgwick had been employed in the 

rmer I*resno office until he entered the 
Navy. Three outside salesmen are now 
employed by the Fresno branch, with one 
man on the counter 

Graybar in Fresno also functions as 
the local distributing point for conduit 
for the Bell Telephone Company system 


r eleven western States 











THE CHRISTMAS RUSH isn't going 
to catch the Los Angeles Wholesale 
Electric Co. napping. Its window dis- 
play was ready to entice Christmas 
shoppers as early as Oct. 1. 


FULLMAN atrobe 


PRODUCTS 

















DEPEND ON “LATROBE” 
Depend on “Latrobe” floor boxes and wiring spe- 
ciallies to give 100% performance at all time. 


“Latrobe” products are easily and quickly in- 
stalled. They are adaptable, efficient and economical. 





No. 110 “Latrobe” No. 252-R Floor Box 
Watertight Box 


Iwo gang, adjustable type with 
Trouble tree, economical, No. 208 Receptacle in one section. 
easily installed im concrete YY,” Brass Plug in one cover plate 
or wood finished floors. ind 2” Brass Plug in the other, 


Shown with No. 207 Nozzle. 





: 99 7 , 
No. 470 “Latrobe No. 284 Nozzle 

_ y : P » 
Pipe or Conduit Hanger For quick installations and long, 
A convenient, sure-grip device — service, a a or 
specially designed for hanging aes Receptacle Nozzle bi » a 
t's , ) and 1 pipe or conduit Fass pipe extension. 2 or 


> ” if,” iD > » 
to steel beams up to %” thick ;” pipe extension 





Sold Only 
Through 
W holesalers 














“Bull Dog” 
B X Cable Staples 


Millions of these high qual- 
ity staples are giving depend- 


“Bull Dog” 


Insulator Support 


able service in all parts of Safe and sure for fastening 
the U. S. Packed in cartons, porcelain or glass insulators 
kegs, or barrels. to exposed steel framework. 


Four sizes. 


ULLMAN MANUFACTURING CO. 


ea ce eee ee et te 





LATROBE . . . PENNSYLVANIA 
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“Best in 6/7 Years 


That summarizes the judgment of 
dealers and wholesalers who’ve seen 
the outstanding new lamp designs in 
the 1948 Faries line. Repeat orders 
indicate that lamp buyers, too, find 
the new models equally attractive. 


Desk Lamps . . . Incandescent 
and fluorescent . . . distinctively 
designed and beautifully finished 


Floor Lamps, Torchieres. 


Special Purpose Lamps for gen- 
eral and private offices, hotels 
hospitals, clubs, schools, ete. 
Stands for sun and heat lamps. 


Industrial Lamps and Brackets. 


For maximum volume in % 
1947-48 lighting season, vane 
display and sell FARIES. 6 Barres 


e \ 
/ \LINE 


Write Today 
for new 
1918 Catalog 





a - 

Yyarires Manufacturing Company 
e Decatur. Illinois 
PIONEERS IN LIGHTING EQUIPMENT SINCE 





1880 


ELECTRIC 
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L. D. PULSIFER, North Pacific dis- 
trict appliance manager of the West- 
inghouse Electric Supply Co., was ap- 
pointed to the executive committee of 
the Northwest Electric Light & Power 
Association. In this position he repre- 
sents the electrical jobbing and dis- 
tributing group of the association 
which is supported by all electrical in- 
terests in the states of Washington, 
Oregon, Idaho, Utah and Montana. 





RMA Offers ‘“‘Aspirin” 


For Antenna Headache 
WASHINGTON—How to get good 


television reception for the sets of apart- 
ment house dwellers without the unsight- 


liness ( 


ft a maze ot antennas on the 
buildings’ roofs is described in a booklet, 
titled “Apartment House Television An- 
tenna,” recently released by the Engineer- 
ing Department of the Radio Manufac- 
turers Association 

The antidote for the headaches ot 
apartment house owners and_ land‘ords 
who object to individual antennas placed 
on their roofs by tenants “has been found 
in a distribution system which uses an 
antenna or combination of antennas, an 
amplifer, cables, and an outlet box for 
each apartment.” 

“The antennas are mounted on_ the 
rooftop and are oriented or ‘sited’ at the 
time of installation so as to give the best 
reception for each station in the vicinity. 
Where strong signals from the trans 
mitter are available—such as might be 
the case in the center of a city—or where 
there are only a few receivers drawing 
from the system, amplifiers may nor be 
required 

“Individual apartments are connected 
to the system, or the amplifier if one is 
being used, by means of a low-loss trans- 
mission line connected through conduit 
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to the various apartments, and = each 
ipartment is equipped with a connection 
hox similar te an ordinary wall outlet.” 

The cost of installing the distribution 
system, the RMA booklet says, is largely 


lagged for the big 


HEX ACON 
ELECTRIC 
SOLDERING 


determined by the cost of the cable in 





stallation. However, such a system “will 


be adequate to provide television service 










in apartment houses for many years t 
come The maximum number of rr 
eivers that can be connected to a dis 
tribution system is unlimited, since addi 
tional amplifiers can be added whenever 
they are required.” 
The booklet was prepared by a special 
subcommittee of the RMA Engineering 
Department’s Committee on Television 
Receivers and is designed particularly 
for architects and other professional per- 


sons having to do with the building or 


management of apartment houses and 
hotels. W. P. Short, of the Federal Te'e- 
phone & Radio Corp., New York, was 
chairman of the special subcommittee, 


which prepared the report 





Oklahoma Wholesaler 
Moves to New Building 


STROMBERG 
CARLSON 


MUSKOGEE, OKLA.—H. J. Fuller 
ton, owner of the Fullerton Electric Sup 
ply Co. in this city recently announced 
that the company has moved to a new, 
modern building at 426 North Third 
Street, Muskogee, Oklahoma 


\t the same time Mr. Fullerton re 


ported that John M. Rainbolt has joined 
the staff as salesman. Mr. Rainbo!t ha 
had 19 years experience in selling in the 


electrical industry 


Important news to 


WHOLESALERS 


HEXACON soldering irons are a profitable line 


for the distributor, dealer and user because it 





represents one of the most complete lines available 
today. It is backed by famous users throughout the 
world, and an aggressive hard-hitting sales promo- 


TYPE P-150 


This production tion campaign is telling the story to a quarter of a 
iron provides a million key men in industry each month. 
Remember HEXACON for the complete line — sizes 


ranging from 40 to 700 watts, with tip diameters from 


large reserve of 
heat at the right 
temperature 
for sustained 
production. 


%” to 1%". All are designed for long life and rapid, 
economical production. 


HEXACON ELECTRIC CO. 


146 W. CLAY AVENUE, ROSELLE PARK, N. J. 





BASIC ELEMENTS of an atomic powe: 
plant are shown in this model, con- 


structed under the sxpervision of scien- ie —=— | 
tists in the General Electric Research 
Laboratory and seen here with Dr. Ken- 
neth H. Kingdon. One of the first jh,- f —_— ———._8 


sicists to isolate Uranium 235 from the 
natural element, Dr. Kingdon heads the 
atomic power division of the G.E. lab- 
oratory. 


HIGH-QUALITY, LONG-LASTING SOLDERING IRONS 
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SWITCH COMFORT ON 
WITH Parago 






Time Switches 


for 
STOKER S 
OIL BURNERS 
ATTIC FANS 
BLOWERS 
PUMPS 
MOTORS ETC. 


300 Series 


"ON" and "OFF" type 
from $11.75 List 


TRIPLE RELIABILITY 
1. Telechron Motored. 2. Underwriters Approved. 


3. Paragon Engineered. 


Ask your jobber or write us for details about Para- 
gon Time Control Switches. 








700 Series» 7 Day Automa- AF Series. Precision built 
tic Dial Time Switches. Set- for attic and window fans. 
ting for each day of week. 0-10, 0-20-hour ranges 


PARAGON ELECTRIC CO. TWO RIVERS, WIS. 


1612 TWELFTH ST. 


Paragon Two Riven 


WISCONSIN 








BUILDERS OF ELECTRICAL EQUIPMENT SINCE 1905 


Electrical & Gas Assn. 
Holds Product Meeting 
NEW YORK—The Electrical 
Gas Association of New York, Inc., sp 
sored a health and comfort appliar 
meeting for dealers at the Engineer 
Societies auditorium on Oct. 28. 7 
was another in a series of product me 
ings held by the organization for 
purpose of showing available merc] 
dise, seasonably salable and in supply 

dealers in the territory 

The appliances displayed were: F 
tric blankets, heating pads, foot wa 
ers, infra red and health lamps, heat 
and humidifiers. The uses and feat 
of these apphances, the manner in wl 
they may be most readily sold and 
proht possibilities that exist in agg: 
sively cultivating local markets w 
stressed. As in past meetings the 1 
to “display and demonstrate to sell” 
cause “everything has to be sold” 
emphasized 

Speakers included Vernon E. “Sa 
Vining, sales consultant, Westingho 
Electric Corp.; and J: E. McCarthy, sa 
manager, Automatic Blanket and S 
Lamp Division, Appliance and Merch 


dise Department, General Electric Co 


The concerns cooperating 1n conducting 


the meeting were: Central Queens Ele 
tric Supply Corp.; Crannell, Nugent 
Kranzer, Inc.; Dale Distributing ( 


Inc.; Atlantic Sales District, Lamp Dept 


(general Electric Co > General Elect 


Supply Corp.; Graybar Electric ( 


In Joseph Kurzon, In Lafayett 


Electric Corp.; E. B. Latham & C 
limes Appliance Co.; U. S. Electric 
Supply C John W. Walter, Inc.; Lan 
Division, Westinghouse Electric Cory 
Westinghouse Electric Supply Co il 
Kk. A. Wildermuth, Ine 











LAMPS TO BURN! First of 24 
mammoth iamp displays for the 
“Lucky” supermarkets is this one in 
Oakland, Calif., where $2,000 worth of 
lamps are shown in more than 54 feet 
of display space. Twenty-four types 
of lamps, including incandescent, 
fluorescent, heat lamps and “five 
pucks,” are shown. 
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NEW MOBILE UNIT is being used in 
Cincinnati by the General Electric Sup- 
ply Corp. to help dealers expedite instal- 
lations and make tests for commercial 
and home purchases of G.E. television 
receivers. Left to right, Fred Bauer, Carl 
Evans, Alfred Hull, Chris Karaponda, 
C. D. Logan 
Service Div.) and Robert Riebling. 


(manager of the Product 





‘Residential Lighting” 
Is New Reference Book 


After four years in preparation, “Resi 


dential Lighting,”” one of the most com- | 


prehensive 


published recently Myrtle Fahsbender, 


director of 


inghouse Electric Corporation, 1s the 


author 


The 280-page authoritative reference 
book included 569 diagrams, sketches and 


photographs and 23 tables printed on 8! 


inch by 11 
$10 a copy 


variety of 


recommendations for lighting each room 
in the house, fixtures and shades, period 
styles, home wiring, light and vision, and 
suggestions on special lighting such as 
garden lighting and Christmas lighting 

The non-technical volume contains 
answers for 
occurring to 
phase of home lighting, ranging from 
how to modernize an old lamp to the 
effect of flourescent light upon colors, 
skins, foods and wood 

Miss Fahsbender, who was graduated 


from the University of Illinois with a 


Bachelor of 


of the Residence Lighting Committee of 
the Illuminating Engineering Society 
She is chairman of the I.E.S. subcom 
mittee which prepared the Recommended 
Practice of Home Lighting and formerly 
served as chairman of the Chicago and 


New York 


both consumer and trade publications 


Vovember, 


0kKs of its kind, has been 


home lighting for the West 


inch page size and sells for 


Residence Lighting Forums 
of the I.E.S 
number of a 








~} 








Its 13 chapters discuss a 


subjects including = specilic 


| 


VVVAV EN TTT aad 


every conceivable question 


persons interested in any 


Science degree, is chairman 


3 


She is the author of a 
ticles on home lighting in 




























































CHOICE OF 





MAINTAIN." 


Light bec 


schemes. 


pa rade because it 


phere of refinement at the sales area 


with one, two or three top floods 


and among the 
favored floods 


No. 4200 = En- 
closed Flood — 
750 - 1000 1500 
Watt Rotation 
feature with de- 
GQree markings 
makes this a 
practical, easy to 
service unit for 
Sports lighting 






Vi 
















Glass column, 
fluorescent 
lighted im- 
parts a rich 
glow of tight. 
Area and top 
floodlights can 
be had in col- pattern. No- 
ors to match thing like it 
station color for corner lo 
scheme, cations 


Triangle Flood 
—casts a defi- 
nite 90° beam 











PATTEM 





Easy to Wire—Easy 
to Maintain with 
many exclusive fea- 
tures — Revere light- 
ing units meet every 





for 
catalog. 


VERE CLE ae tt. mG, 


6011 Broadway ® Chicago 40, Ill. 
INDOOR AND OUTDOOR LIGHTING EQUIPMENT FOR EVERY NEED 


nates dan- 
gerous climb- 
ing to clean 
and service 


and 30 foot 
mounting 


Exposition, Chicago, we 
asked the lads to point out THEIR best sellers 
among Revere lighting units. The units shown 
here are "FIRST CHOICE." When asked for 
the best sales clincher for the line— we got 
this answer —"EASY to WIRE—EASY to 


they like this Revere Cluster 


ecause it offers an array of artistic combinations 
to meet specific lighting requirements and is available in all 
aluminum or porcelain enameled colors to match color 


Pylon-Lite HIGH on the hit 


is designed to create an atmos 
Its 
top area lighter (No. 3650-S) is available 





requirement — BET. 3800 Series 
TER Revere Elip- heights 
tor ingeni- 
ously de- j 
signed All 
aluminum or 
porcelain 
enameled col- 
ie SERVICE 
STATION 
AIRPORT 
SPORTS 
INDUSTRIAL 
ARINE 
LIGHTING 
EQUIPMENT 


a 
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S. E. Strunk Elected 
President of IAEL 


} ST. LOUIS—Stanley E. Strunk, se 


| 


Whether you sell them 


i or - . ‘ 
jretary of The Electrical League 
| ¢ leveland, was elected president of tl 





International Association of Electric 
| Leagues on Oct. 11 at the organizatior 
innual conference held this year at t 
Hotel Statler 
Mr. Strunk was vice president of tl 
IAEL last vear, and since 1945 he ha 


erved on its board of governors. In 19 


s 









=. or install them— 


GEDNEY 


FITTINGS 
are a profitable line! 








Stanley E. Strunk 


i he joined The Electrical League 


| Cleveland as manager of its lighting and 
The features that make contractors call for 


GEDNEY Fittings are the same ones that mean 
extra profits for the wholesaler who stocks 
them. It’s simple—wiring men prefer one brand 


viring division Since 1935 he has been 
manager of its industrial division, and 


ilso association manager of the Electri 


al Maintenance Engineers Association 


hree years ago he became secretary of 


of fittings to another because they believe one 
is superior. They know that GEDNEY fittings 
give them— 

Hk PRACTICAL DESIGN, COMPLETE LINE 

%& MADE OF HIGH GRADE MALLEABLE IRON 
% SMOOTH, RUST-PROOF FINISH 

HW EVERY ITEM CAREFULLY INSPECTED 

%& EASY-TO-SPOT PACKAGING 


These things mea.. more money to the elec- 
trician because they result in better jobs and 


the Cleveland league 

Prior to 1932 Mr. Strunk was con 
nected with the engineering department 
of the General Electric Company at Nela 


Park, specializing in tlood and_ street 





ighting. Previously he was a lighting 
engineer with General Electric’s Michi 


van Lamp Division in Detroit 


Reduction in Rates 
isked in Seattle 


jobs done fast! They will mean more money 
to the wholesaler because he stocks the fittings 
his customers want. GEDNEY Fittings sell be- 
cause GEDNEY FITTINGS FIT! 


SOLD THROUGH WHOLESALERS ONLY... 
++» WRITE FOR NEW CATALOG! 


In a move by which wholesalers, con- 


lers hope to increase the 


tractors and dea 
ocal market for wiring, heating and 
ther appliances, an attempt will be made 
» repeal a recent increase in the home 
wating rate in the territory served by 


he municipal utility in Seattle, Wash 


( GEDNE Y ELECTRIC Co. athe bring about a cael 25 pecinut 
. 


on in the city’s electrical rates 
FOUNDRY, FACTORY & SHIPPING POINT: TERRYVILLE, CONN. 


ex RKO BLDG., RADIO CITY, NEW YORK 20, N.Y. ee 


allot for the municipal election this fall 


eeeeeeeeeeeeeeeeeeeeseeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeee 
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1c interested groups, headed by the 
trical Heating Association, get the 
ired signatures authorizing the peti 
1e issue was brought about by recent 
mn of the city council, in which a 
ing rate ordinance called for pay 
t of 18 cents a_ kilowatt-hour for 
gy used for space heating in excess 
1.200 kwh. a month. In asking for 
increase in heating rates, the munici 
itility stated that users of electrical 
e heating “have not been paying 
way” and that utility faces a pro 
ed period of power shortage In 
ng for the repeal, the Heating Asso- 
tion through its president A. W 
ell, stated that the new rate was ex 
sive and unwarranted. The attorney 
the two petitioning groups, Robert 
Yothers, said that “The City Light 
its own admission, has been making 
ceptional profits and it seems to us 
it it would be proper to have its resi 
ntial rates lowered to benetit home- 


ners 


nn ee ° 
lelevision Reception 

. 

Surprises Wholesaler 

DAYTON, OHIO—When plans were 
made known here for the establishment 
f a television station, the General Elec 

Supply Corp. branch went to work 
in order to be in on the ground floor 
vith startling results. 

In tuning in a television receiver set 
ip in the company workshop, the men 
were “surprised” to witness the reception 
of a television program from Cincinnati, 
about 45 miles away, despite a severe 
electrical storm, intervening hills and the 
low power (500 watts) of an = expert- 


mental station there 


Western Insulated Wire 
Opens New Branch 

LOS ANGELES—E. H. Lewis, presi 
dent of the Western Insulated Wire Co., 
recently announced the opening of a new 
branch office and warehousing facilities 
in San Francisce 

The new office is at 204 Davis Street 
Storage facilities have been secured at 
the South End Warehouse, 625 Second 
Street, where a complete stock of wire 
and cable is now available to jobbers in 
the Bay area 

According to Mr. Lewis. the reasons 
tor the expansions are two-fold To 
supply distributors with more immediate 
service; and to meet the increasing de 
mand for cable, wire and other products 


of the company 


‘ 


AND ACCESSORIES 


Better buy R & S Floor Boxes and Accessories because they're a 
better buy in all ways. Clean-cut design .. . precision, sturdy 


construction ... molded phenolic composition interiors . . . com- 
pact, with advanced features. They're popular with contractors 
everywhere because they provide the quickest means for ease in 
installing and wiring. 


The R & S complete line can meet your every need whether for 
watertight Floor Boxes, single or gang types; Combination Floor 
Extension Sets, Floor Outlet Type Receptacles, Heavy Duty Floor 
Receptacles, Plugs, and Accessories. 


g gives complete information on 
oxes and Accessories for conven- 


sk for Catalog FB147-5. 


SOLD THROUGH 
ELECTRICAL WHOLESALERS 


Sales Offices in Principal Cities 








RUSSELL & STOLL COMPANY, INC. 


Precision-Built Electrical Equipment 
125 BARCLAY STREET, NEW YORK 7, N. Y. 
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For Quiet, Dependable Operation, 
Easy and Economical Installation, 


Long Tube Life. 







Write for fully illustrated catalog 
describing new GTC line of bal- 


lasts for domestic and export use. 











Made and Guaranteed by 


GENERAL TRANSFORMER CORPORATION 


4321 N. KNOX AVE. CHICAGO 41, ILL. 





Skilled Selling Stressed 


At Premier’s Convention 
CLEVELAN D—"Soon the © size 
business profits will depend not so mu 
on getting materials as on skill in ad 
vertising, merchandising and _ selling 
J. B. Buckley, manager of General Ele 
tric's Premier Vacuum Cleaner Divisior 
told Premier's sales managers attending 

a recent seven-day convention here 
In line with his contention that “t 
seller’s market is over and another hig] 


competitive era is upon us, Mr. Buckle 


said: “Mass markets and public accept 
ance don't just grow Thev are create 
fostered and continually nourished.” He 


stated that It was the division’s aim 
produce merchandise in_ the quality al 
price line that the public will buy 
great quantity.” 

| \. Hlamala, advertising manage! 
and members ot the staff of J. M. Hicker 
son, Inc., presented “things of the future 
and things to come” tnsofar as Premier 
advertising, merchandiséfig, sales prom 
tion and sales training plans are cor 
cerned. Mr. Hickerson added emphasis 
to Mr. Buckley's statement concerning 
the necessity for skilled salesmanship by 
declaring that advertising is a “fone-se 
enths, six-sevenths’ proposition with na 
tional consumer advertising being only 
the one-seventh portion of the complet 


selling and merchandising job 





Knockouts Don't 
Line Up? 
USE OFFSET NIPPLES! 


€ z 
< = "4 
: $ 
« < 
5S > 
f { 


\ \ DOLC \ 

5/8 \ aT ) \ 
. \ 
— — 


€ 


¢ = 





The Dolco Offset Utility Nipple makes 
possible mounting of switches, gutter 
outlet boxes and other equipment where 
knockouts do not line up. All nipples 
are same length. Underwriters Ap- 
proved. Sizes 42”, %”, 1°, 1%", 142”, 
2”. Sold through wholesalers only. 
Write for full information. 

Also manufacture Entrance Elbows, 
Meter Loop Boxes, Sequence Meter 
Troughs, Ground Clamps, U Bolts, 
Ground Bushings. 


DOLC MANUFACTURING 
COMPANY 
Cherry & Curry Sts. 
North Long Beach 5, Calif. 
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ELECTRICAL WHOLESALERS 
have figured prominently in the San 
Diego Bureau of Radio and Electrical 
1ppliances, and many were elected to 
offices for 1948. Left to right, seated: 
1. Clark Chamberlain, secretary; Sam 
Hall, Electrical Supplies and Distrib- 
uting Co., treasurer; O. G. Thompson, 
General Electric Supply Corp., presi- 
dent; Robert L. Swearengin, El Cajon 
Supply Co., lst vice president; Lou 
Weise, Weise Ltd., retiring president. 
Included on the board of directors fo 
the coming year are: Third row, first 
left, Ben Rogers, WESCO; and third 
row, fourth from right, R. T. Redfield, 
Graybar. 





EEI Names W. J. Ridout 


As Rural Service Manager 


NEW YORK— Willian | Ridout 
formerly agricultural engineer with the 
North Carolina Extension Service as 
oimed the Edison Electric Institute as 
ural service manage! iccording to i 
ecent announcement — by Charles | 
(Jakes. president 

In his new position M Ridout wil 
upervise the tarm clectrificatior activi 
ties of the EET, and will assist the vari 


lls committees of the institute's farm 
section He succeed 


former rural service mat 


ive \ ! 
ently joined the Kroger Con pany, Ci 
innati, QOhto, in a_ public” relations 
apacity 
Born in Virginia. Mr. Ridout grad 


in 1939 with a B.S. 
neering He joined the Kentucky) 


West Virginia Power 


( ompat is ral 
service engineer, and held t OSILION 
nti! 1940. whet he became power engi 
er tor. the last lPennessee Light . 

Power ( ompany 


194] Mr Ridout ass ned the Dost 


extension agricultural engineer for the 
South Carol Ke xtensior Service at 
Clemson ( eLe 2. * é eCcalmnet il 
nsign 1 he i\ n 1944, a saw set 
iT t | i¢ \tte S elease 
1945 he ed the Nort La ina Exten 
sIOn Se C it Raleigl a is ext 
1 wricultural engine 1 irge 








70 help meet the customer needs 
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18.000 SQ.FT 


TO BE ADDED 


20,000 SQ.FT. 
ADDED 1945 


35,000 $Q. FT 
ADDED 1942 






















Our 1948 expansion program will help still 


During and since the war there has never 


further to meet the growing demands on our 


been a foot of this space used for storage. 


the years, 


wholesalers who, down through 


Vitally needed outlet boxes and covers, switch 


have found that they make a friend when 


boxes and conduit fittings have been shipped 


Steel City Products. 


y line. they recommend 


é 


fast as they came off the assembl 


as 


é 


STEEL CITY ELECTRIC Gram 






a 2 


AVE. 


1207 COLUMBUS 
PITTSBURGH 

















%> 


Mathias 


Established 1857 


3200 


Klein Pliers 


Klein-Line 
Tool Belts 


Klein-Kord 
Safety Straps 


Klein Climbers 





BELMONT AVENUE, 


'Burgard Named Wichita 
Counselor of Salesmen 
KANSAS CITY 


merly sales promotion head for the Ka: 


Dave Burgard, f 


sas City branch of the General Electr 
was transferred recently 
Kan., 

Mr. Burgard h 


Supply Corp., 
W ichita, 


ot salesmen. 


the firm's territory 
counsellor 
been succeeded in the Kansas City ofh 
Robert L. (Bob) 


sales manager. 


by Green, assistant 


the appliance 


Cory Plans For Coffee 
Brewer Service Stations 





CHICAGO—The Cory Corporati 
recently announced a new service poli 
for the glass coffee brewer division 
the company. Nation-wide in scope, tl 


new svstem calls for the enfranchiseme: 
of independent concerns as coffee brewit 


for the 





equipment service stations con 

eee FOR THE pany 
Service outlets will be located 1n ever 
major marketing area, and will functior 


MAN ON THE POLE 


under the direct supervision of the Cor 


factory Each station is to maintain at 
On emergency jobs... on tough jobs... least one full-time employee trained 
on routine jobs... the men who string and the service of both commercial and do 
maintain the nation’s power and commu- mestic Cory coffee brewing equipment 


nication lines rely on Kleins. Wherever Minimum service standards have been set 
a . 1 ° 

‘ , 4 : ° al ) ~ < station perators. 

you see linemen you'll see Kleins—pliers up and outlined to all station operators 


and wrenches, tool belts and safety straps, 





climbers and grips. 


There’s a sound reason for this prefer- 


ence. For linemen and electricians—men 


JACKSON 
QUALITY 


YARDLIGHTS 


who know good tools—also know of the 
quality materials and expert craftsmanship 
‘ that go into every piece of Klein equip- 
, ment. To them this excellence means safe- 


ty, eficiency, speed . . . on every job. 


Today Klein is in production on its com- 
plete line of quality equipment. Of course, 
demand still exceeds supply —but your sup- 





plier will furnish the Klein equipment you 
need just as soon as possible. 









No. 8972-8974 


FOR RURAL 
LIGHTING 








The Klein Pocket Tool #8972 has 12” Porcelain 
Guide showing the Klein Enameled Reflector. 
line and containing use- #8974 has 14” Porcelain 


ful information will be 
sent on request. 


Enameled Reflector. 


COMPLETELY WIRED 
AND ASSEMBLED. 


For REA Installations. 





Since 1857 


Ki 


® Sold only thru Wholesalers 
® Manufacturers of 
Lighting Equipment 


| 

| JACKSON 
ELECTRICAL COMPANY 
| 
| 





Chicago, [11.,U.S.A. 


CHICAGO 18, ILLINOIS 


900-910 W. Van Buren St., Chicago 7, IL 
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BLECTRICAL INTERDEPEN.- 
DENCE AT WORK! Roy L. Brown, 
chairman of the Wholesalers Group, 
Electrical & Gas Association of N. Y.., 
Inc., addresses a breakfast audience of 
175 salesmen representing 15 metro- 
politan wholesalers who cooperated 
with manufacturers and dealers in a 
meeting on health and comfort appli- 
ances held recently in New York. 
Shown also is Ralph Neumuller, ex- 
ecutive vice president of the associa- 
tion. 








LEGAL NOTICE: 


STATEMENT OF THE OWNERSHIP, MANAGEMEN" 
CIRCULATION, ET¢ REQUIRED BY THE 
ACTS OF CONGRESS OF AUGUST H 
1912, AND MARCH 193 
Of Electrical Wholesaling. published monthly at Chi 
ago, Illinois, for Oct. 1, 1947 
State of New York | 
County of New York {| *° 
Before me. a Notary Public in and for the State and 
ounty aforesaid, personally appeared J A. Gerardi, who 


) 





having been duly sworn according to AW jeposes and 
says that he is the Secretary of the MeGraw-Hill Pub 
lishing Company, Inc publishers of Electrical Whole 
saling, and that the following is to the best of hi 


knowledge and belief, a true statement of the ownership 
management (and if a daily paper, the irculation et 
of the aforesaid publication for the date shown in th 
above caption, required by the Act of August 24, 1912 
as amended by the Act of March 3, 1933. embodied i: 
ection 537, Postal Laws and Regulations, printed on the 
reverse of this form, to-wit 

1. That the name and address 
managing editor, and is: Publisher. McGraw-Hill Pub 
lishing Company, Inc 330 West 42nd St New York 
18, N. Y.; Editor, O. Fred Rost 330 West 42nd St 
New York 18, N Y William © 
Pirie, 330 West 42nd Y 

2. That the owner is 
pany, In 30 West 
holders holding 1% « ‘ 
Graw, 330 West 42nd Street, New York City; Ji 
McGraw. Jr 330 West 42nd Street New York City; 
James H. McGraw. Jr Curtis W. MeGraw and Willard 

Chevalier, Trustees for Harold W McGraw, James 
H. McGraw, Jr Donald C. McGraw. Curtis W. McGraw 
330 West 42nd Street. New York City: Edwin 8. Wilsey 
and Curtis W. MeGraw, Trustees for James H 
ird. Madison, New Jersey; Curtis W. McGraw, 330 West 
12nd Street, New York City; Donald ¢ McGraw 330 
West 42nd Street. New York City Mildred W Mc 
Graw Madison, New Jersey Grace W Mehren, 53¢ 
Arenas St La Jolla, Calif 


of the publisher, editor 


Managing Editor 
St New York 18, N 
McGraw-Hill Publishing Com 





3. That the known bondholders ortgagee and other 
security holders owning or holding 1 per cent or more of 
total amount of bonds, mortgage r other securitic 
ire None 

4. That the two paragraphs ne ibove giving the 
names of the owners, stockholder amd security holders 


if any. contain not only the list tockholders and 
security holders as they appear ipon the books of the 
ompany but also. in cases where the stockholder or secur 


ity holder appears upon the hook of the ompany as 
trustee or in any other fiduciary relatior the name of 
the person or corporation for whom such trustee is act 

ing. is given; also that the said two paragraphs contair 
embracing affiant’s full Knowledge and belief 


statements 


as to the circumstances and conditions under which stock 
holders and security holders who do not appear upon the 
books of the company as trustee hold stock and securi 
ties in a apacity other than that of a bona fide owner 
and this afflant has no reason to believe that any other 
person, association r corporation has ar interest direct 
w indirect in the said stock, bond or other securitie 
than as 0 stated by hin 


I. A. GERARDI, Secretary 
McGRAW-HILL PUBLISHING COMPANY. ING 
ubscerit this 


Sworn to an ved before 2Hth day of 








Electric Switch and Outlet Boxes 


Available for Imm 


Aluminum electric switch and outlet boxes 

approved by Underwriters Laboratories, 

Chicago, and REA 
Immegiate Delivery of any quantity 


ship or material. Check these features 

@ Longer lasting —rust & @ Easy knockouts 
acid resistant. 

@ Light weight—easy to 
handle, inexpensive to 


stamped, press 


ship. ing codes and 
@ Sturdy construction—will 
not bend or break. 


ments 

















2 
24" deep, 
romex 
clamps, ears attached 





No. | 
2%” deep, 
Write today for information and jobber discount. 
W. T. DRIVER, MANUFACTURER 
2652 37th Ave. So. Mpls. 6, Minn. 


desired 
All boxes guaranteed against defective workman- 


@ Precision made (die 


—conform to all build- 





ediate Shipment 


Inc 


formed) 






4” Octagon, 
i'2” deep, three '/2” knockouts and 4 
loom knockouts in bottom, with clamps. 
2 2" knockouts and 4 loom knockouts 
in sides. One piece draw. Also available 
with all 2” knockouts. 


require- 











No. 3 
2” deep, 


DISTRIBUTORS: 
Clymer Products, 655 Seneca St., 
Harrisburg, Pa. 
West Coast Agencies, {29 Ist Ave. 
W., Seattle 99, Wash 


East Coast 


West Coast 








ue UNIVERSAL 


STREET 


1549 EAST FIRST 


fseatl ELVA G. MASLIN 
My commission expires March 30, 1948 
November, 1947—ELECTRICAL WHOLESALING 





CLAY PRODUCTS CO. 


SANDUSKY, OHIO 











HERE’S HOW TO 





SELL MORE WIRE... | 


ROYAL GOOD APPLIANCES DESERVE THE BEST WIRE 


















NEW ALL-STEEL 
DISPLAY RACK 


DEAL INCLUDES 
1250 FEET 
UL APPROVED WIRE 


TYPES OF WIRE TO 
SERVE ALL NEEDS 





A COMPLETE WIRE 
DEPARTMENT 
IN ONLY 
2 FEET OF COUNTER SPACE 





GET BEHIND THE NEW ROYAL WIRE DEAL 


Put ROYAL quality WIRE right out where the customers can see it... 
with this new, modern, all-steel display rack! No more juggling with 
loose spools. It’s a valuable permanent store fixture that will sell 


more wire with less sales effort. Write for complete details! 


THROUGH YOUR 
WHOLESALER 


CORD SETS 
FUSTATS 
LIGHTING SETS 


ROYAL ELECTRIC CO., Inc., PAWTUCKET, R.1. 


WIRE 
CARTRIDGE and PLUG FUSES 
TROUBLE LIGHTS * CHRISTMAS 
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J. WALTER BECKER, president and 
founder of Ideal Industries, Inc., of 
Sycamore, Ill., looks over congratu- 
latory messages his firm’s 3lst 
anniversary. Presents were in the form 
of orders. Ideal salesmen hustled to 
make the birthday the biggest sales 
day in the company’s history. 


on 





ty, +} 
Sold Was ( 


ELECTRIC 


1.A.E.L. Conference 
Emphasizes Selling 


ST. LOUIS-—“Everything Has t 
theme of the 12th annual 


\ssoci 


14 1 
l_eag les held recent 


Oontrerenk if the Internationa 


Electrical 


Hotel in this city. TI 


Huorescent 
BALLASTS 


---4 TO 40 WATTS... 
STANDARD LINE & 
PLUG-IN TYPES 


} 
Statler 


“PLUG-IN” TYPE ILLUSTRATED ABOVE 


COMPETITIVE PRICES 
PROMPT DELIVERIES 
UL APPROVED 


Quiet... Quality...long Life... 
For origiral equipment or replacements 
use and recommend SYKES ballasts. 
Write for prices and catalog sheets. 


PS 2 


ELECTRIC MANUFACTURING CO. 
CHICAGO 22, ILLINOIS 
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tive secretary, 


Detroit, Mich 





wo-day meeting was attended by elec- 
rical league managers from every section 
f the country and by representatives of 
arious branches of the industry inter 
sted in market expansion activities con- 
icted through these cooperative organi 
ations 

The conference speeches, developed 
selling theme, in 
Means ot 
Public,” “rhe 


Manned Lighting Program,” “The [lec 


a i 
iround the general 


luded: “Ways and 


lectrical Industry to the 


Selling 


rical Maintenance Engineers Organiza 
“Adequate Wiring 


“Kitchen and Laundry Plan 


m and Operation,” 
t Homes,” 
ing Center,” and “Farm Electrification.” 
\n address on the legal aspects of trade 
sociation work was also presented 

Election of officers and governors to1 
1948 resulted in S. E 


the Electrical 


Str unk, secretary 


| eague ot ( leveland, 
eing named as president; J. Clark Cham 
erlain, secretary-manager of the San 
Diego Bureau of Radio and Electrical 
\ppliances, as vice president; and A. H 
Kessler, manager of the North Central 
Minneapol 


Electrical Industrie Ss, is as 
treasure! 

In addition to the 
ers, the board of 
ludes: G. W. Austen, manager, 
League ot (Ontario, Toronto 


an.; J. G. Waddell, managing 
lectric Institute of Boston, Mass.; J. J 


ne wly elected off 
vyovernors Now in 
Ke leetric 
service 


director, 


ore, manage Nebraska-lowa Elec 
trical Council, Omaha, Neb r. 4 
Heath, manage Electric League of 


Western Pennsylvania, Pittsburgh, Pa. 


V. W. Hartley, 
1hi« Coast 


managing director, Pa 


Electrical Association, Los 
Angeles, Calit and ( G. Odell, execu 
Electrical Association of 
Business De 


NEMA, and 


organization, 


O. C. Small, manager, 


elopment Department of 
|. F. Biggi, of the same 
vere re-appointed secretary and assistant 


secretary, respecti\ ely 


Trumbull Names Barry 


as California Manager 
PLAINVILLE, CONN.—F. T. Car! 


on, president of the Trumbull Electric 
Manufacturing Co., recently announced 
i@ appointment of J. Warren Barry, 


rmerly sales manager of the ¢ alitornia 
listrict, as manager of the company’s 
California operations 

Mr. Barry will be responsible for all 
North Hollywood and 


San Francisco plants, inc'uding commer 


ictivities of the 


ial operations. He is well prepared for 


is new post, as his record shows a 


] 


teady, step-by-step climb upward in the 


lrumbull organization 
Starting as a factory hand in the com- 


many's old Los Angeles plant 1 1928, Mr 














Latest item: profitable 
8-ft. Slimline fixture 







BB ALL PURPOSE 
12” to 30” 
1200 to 7000 CFM 
a 


OPJ-OCTOPUS JR. 


3-4” Hoses 
CFM Per Hose 
10'=412 50° = 297 


( E 


. 


PH—PENTHOUSE 


24” to 48” 
5700 to 21500 CFM 


| want you to know 


our profitable line 


because you'll see the chance to make real 
money with Wm. Penn fixtures. 


You'll like the rugged lightness, the beautiful 
finish, and simple installation features of 
this quality line — made in units for individual 
or continuous mounting (low inventory to 
you) and you'll like the prices! 


For consumers — even distribution of maximum 
light at low cost. 


For you—faster sales and more profit. 


Write us for catalog descriptions. 


WILLIAM RANIERI 
President 


Wm. PENN FLUORESCENT LIGHT MFRS. 
1639 South Broad Street, PHILADELPHIA 48. PA. 


i] HUSH HUE E HOWE: 


—for every 
ventilating / 
requirement in 


FACTORIES, SHOPS, OFFICES, 
SCHOOLS, INSTITUTIONS, etc. 


CHELSEA fans, blowers and exhaus- 
ters move large volumes of air quickly, 
quietly and efficiently—your guaran- 
tee of peak efficiency from workers, 
key personnel and staff. The complete 
CHELSEA line includes everything 
from heavy industrial types, to pedestal 
fans for spot air circulation. Keep 
everyone alert, keen,—‘‘on their toes’ 
Install CHELSEA ventilating equip- 
ment—NOW! 


Literature describing the CHELSEA 


without obligation. 


Address Inquiries to Dept. WH 


INSIST ON CERTIFIED RATINGS! Air 
delivery ratings of all CHELSEA products 
ore determined by the 
test method prescribed 
by the PROPELLER FAN 
MANUFACTURERS ASSO- 
CIATION and the Amer- 
ican Society of Heating 









gineers. 








CP— BLOWER 


Sizes 


3 
650 to 1020 CFM 


2000 to 9500 CFM 
















+ IND-INDUSTRIAL 


line will be sent promptly on request 24” 


5700 to 37000 CFM 





DXB—BOOSTER 


ond Ventilating En- 4 16” 


to 36” 


CHELSEA FAN & BLOWER (O., INC. Gan 


1200 GROVE 
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Barry advanced progressively through 
drafting, estimating, and engineering. I 
1937 he became a sa:es_ representative 
In 1944 he was appointed assistant mana 
ger of the Los Angeles plant, and in 
1946 he became manager. His appoint 
ment as sales manager of the California 
district came in January of this year 
In that post he was responsible for all 
[rumbull sales operations in California 
Nevada and Arizona 


Johnson Electric Supply 
Sponsors Sales Contests 


CINCINNATI—The months of Octo 


ber and November have been designate: 






as “Motor Control” months for salesmet 
of the Johnson Electric Supply Company 


in this city During this period, sever 


Ww salesmen will participate in a contest for 
| Mo over $50 in cash prizes plus other awards 
PROGRAM TIMERS \nother campaign to increase radi 
$ 00 sales is currently being conducted by six 

* 


} 


There’s a big market just opened up for these Pro- ; ee Soles : 
ne Johnson Electric Supply 


gram Timers at the new low price. Now schools, 
institutions, plants, etc., whose buyers have been 
putting off installations, can be sold a high-quality 
5-minute timer at a 15% REDUCTION IN PRICE. 
Steel case, synchronous motor; mechanism set au- 


salesmen of t 
Co The campaign includes a 27-day 
radio program broadcast on the air at 


breakfast time and ties in a dealer-sales 





an CoO Ss or radio sales sO he 
tomatically by turning minute Pee — on oe -? “"s = “ 
hand. Jobbers: Discount allows Gealer customers and johnson Elecui 
for a liberal profit! WRITE TO- ZENITH ELECTRIC CO. Supply salesmen are participating in a 
DAY FOR FOLDER. 148 W. Walton St. Chicago 10, Ill. contest for many prizes 








Another encouragement to  Johnsot 


Electric Supply Company salesmen is 


= - . 
fas the announcement that each  salesmar 


*eveee é 
bringing in a new lamp contract during 
HT’ 2! ‘ : 195 


‘ the last quarter of 1947 will receive 
Ld } special Christmas gift 









SPOTLIGHT 


Smallest Spotlight of its kind! 
Provides 500 Watt Illumination! 


Totally Enclosed — Absolutely Safe — 
Completely Automatic — 6 Continuous 
Color Changes — Adjustable Beam Size 


ideal for Store Windows, Disploys, Exhibits, 


Conventions, Shops, Theatre and Hotel lobbies, ‘RANK E OWN 
Restovronts, Night Clubs, Cocktail Lounges FRANK E. BROW: has 





been ap- 


pointed merchandising manager of the 


LIBERAL DISCOUNT POLICY Globe Lighting Products Co. of New 

Send for Bulletin No. 471 York. Formerly with the Construction 
Vaterials Division of the General 

GoldE Manufacturing Co. Electric Co., Mr. Brown will direct 
1222-D West Madison St., Chicago 7, Ill. the sales to national wholesa'e 





accounts. 
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the Service line 


« CORDS ... CORD SETS 


specified by top manufacturers of 















LAMPS 
RADIOS 
IRONS 
FANS 
PORTABLE TOOLS 
VACUUM CLEANERS 
REFRIGERATORS 









RANGES 
HEATERS 


WASHERS 
MIXERS 






A full line of Flexible Cords for the 
repair and service industry, obtain- 
able through jobbers and distributors. 













CORNISH WIRE CO., i 


13 Park Row * New York City, 7 


| catalog... 





5,000 PAGES 
OF SALES SERVICE 


It is now possible for every electrical 
wholesaler to have a complete, up-to-date 
a vital step toward the serv- 
ice that brings extra sales. Over 5,000 
pages of listings (standing type) are main- 
tained at The Jaqua Company and are 
available to you under the N.E.W.A. cata- 


| log plan. From these an attractive catalog 


of active lines can be tailored to your in- 
dividual needs. Half the cost... setting 
up the type and making the halftones. . 


| is provided by this plan. Write Jaqua to- 
day for details. 


THE JAQUA COMPANY 


ELECTRICAL CATALOG DEPARTMENT 
107 GARDEN STREET, S. E. 
GRAND RAPIDS 2, MICHIGAN 


The New Door Signal That Eliminates Confusion 


Between Front and Rear Doors! 


Completely new! 


the rear door. 





steps. 





Entirely different! 
chimes for front door and a soft, pleasant buzzer signal for 
Once and for all, the distinctly different 
signals eliminate confusion—saves the housewife needless 


Produces delightful 


Sturdy housing is finished in beautiful baked white and deco- 
rated with two highly polished chrome strips. MURDOCK 
precision parts and New England craftsmanship assure long, 
trouble-free performance. 

volts, A.C. Easy to install. 


The Tudor operates on 6 to 8 
7%” x 4”. 


WM. J. MURDOCK CO., 152 CARTER ST., CHELSEA 50, MASS. 
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ILSCO 


LUGS AND 
CONNECTORS 





A STRONG POINT 
TO REMEMBER 


THE COLLAR 
SECTION OF 
ILSCO CONNEC. 
TORS CANNOT 
SPREAD APART 
because preci- 
sion - fabricated 
from drawn seam- 
less copper 
tubing 


MORE THREADS 
gained through 
the deep boss. 





SERRATIONS in collar and tang pro- 
vide added strength against pull-out. 





Write TODAY for 48 page illustrated catalog 
showing connectors, 
lugs, fuse clips, etc. 


soldering and solderless 





COPPER TUBE 
& PRODUCTS, Ine. 












MURDOCK REPRESENTATIVES: 


Keeler, White Co. 
Los Angeles !3, Cal. 
San Francisco 3, Cal. 
Portland 9%, Ore. 
Seattle 4, Wash. 


W. T. Koch Co. 
St. Louis 8, Mo. 


Geo. E. Anderson Co. 
Dallas 2, Tex. 


Harry G. Anschuetz 
Philadelphia, Pa. 


George Butler Co. 
Chicago 7, Ill. 


Electrical Agencies, Inc 
Boston, Mass. 


Hemphill & Co. 
Detroit 26, Mich. 


Henger-Fairfield Co. 
Cleveland 13, O. 


L. Morris Landers Co. 
Atlanta 3, Ga. 


F. Walter Laver 
Utica 3, N. Y. 


Walter J. Wickenheiser 
New York, N. Y. 


Export Division: 
Rocke International Corp., New York 16, N. Y. 
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I ASSOCIATION NEWS 
to Sell BIRMINGHAM, ALA.—The Electri 
cal Association of Birmingham held an 


A ST . ¢ 
important dinner meeting November 


14 at the Thomas Jefferson Hotel for 
TRICO Electrical, Lubricating Equipment and Air Guns have 
the enviable reputation of being “TOPS IN QUALITY.” TRICO’S 
100°, Wholesaler policy, coupled with aggressive National 
Advertising backing, means maximum sales per call PLUS 
healthy, profitable repeat business from SATISFIED customers. 






the purpose of approving the new con 
stitution and by-laws 

Guest speaker on the occasion was 
W. E. (Gene) O’Brien, vice president 
W. R. C. Smith Publishing Co., Atlan 
ta and president, American Society of 
Mechanical Engineers. Mr. O’Brien’s 
topic was on “What the Future Holds 
for the Electrical Industry.” 





CHARLESTON —An interesting talk 


on “Plastics as Applied to Wire and 





Cable” was given by Harry B. Slade, 
technical engineer, Okonite Company 











a 

Sell TRICO... The Quality Line g at a recent joint dinner meeting of the 
" * Electrical League of Charleston, 
© FUSE PULLERS © RENEWABLE “POWDER- Charleston, West Virginia, and the 
© “KLIPLOK” CLAMPS PACKED” FUSES Ie West Virginia Section of the American 

© AUTOMATIC OILERS © LEAK-PROOF Institute of Electrical Engineers 
© ONE-TIME FUSES AIR GUNS Mr. Slade supplemented his presen 
i tation with two colored sound films 
WRITE TT Ss WRITE treating with the method of manufac 
FOR OS FOR ture of building wires, and the method 
CATALOG — DETAILS of manufacture of high voltage cable 





of paper and lead construction 


TRICO FUSE MFG. CO. 


MILWAUKEE 12, WISCONSIN 














MANUFACTURERS 


iiee esiQbvDiisil AVI SLAIN 


ATTENTION 





TURER’S | excilus 5 

‘nw electrical, re representin lit x] 

KZ Se. manufacturers. followir 1g 

7 \ Break-Proof, Shock-Proof mong wholesalers and larger chains 
< ‘ Nox VYarl y+r 

% ¥ e in New Yor I t € tral 
eee, Screw Drivers ad Sectietitenn: thon 63 

Sua 

° P Ne r rity, Ph phia, Charlotte 

You can depend on every item in the complete srs : a ' neh : 6a 

Atl t Vilam es references 


line of Vaco drivers to win friends and build re- 
peat business. Breakproof, shockproof and pre- 
cision engineered throughout, these quality tools 
give year after year of dependable service. 


1vailable 


Address reply to RA-2051, 
ELECTRICAL WHOLESALING, 
330 West 42nd Street. New York 18, N. Y. 











New Sales Features 173 


® All Vaco drivers now are TYPES AND SIZES 














equipped with Amberyl slo- 
) burning handles embossed 
with Underwriters’ Laborato- 
ries, Inc. Re-examination Service 





WANTED 
Manufacturers’ Representatives 








Marker... a Vaco exclusive! Cincinnati Manufacturer of instant 
starting and conventional type com- 


mercial and industrial fluorescent 


: P . fixtures desires additional representa- 
screw driver bits. All bits are , , ne , El tri , Wt 
. ve : ac Slectricz sle- 
, heat treated electrically for 317 E. Ontaric St., ee ee nbeset egy" aor 
Chicage, titineois scalers. Lines now carried must be 
} controlled temper. te 
allied and non-conflicting. Give com 





@ Only finest quality chrome 
vanadium is used in Vaco 











silver or other color on handle. Write for details. 


Cincinnati 14, Ohio 








toe eeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeees ore plete details of territory covered and 
—— fT) ° experience. 
“ Size ~ 
GOOD Wil l People can't resist the appeal of this handy little tool > CENTRALITE COMPANY 
BUILDER! ae Ws Guaee. Sis cee eee oe Dayton St. and Central Ave. 
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CHATTANOOGA—The weatherman | 
failed to dampen the spirits of gd 
members of the Electric League otf | 
Chattanooga at a recent picnic. While | 
it was thundering and lightning outside. 
the members continued to enjoy thei 
card games, cricket race, and group dis 
cussions inside the spacious living roo 
of Wally Jacobs’ beautiful cabin 


The picnic ended with more chills 





and thrills as the leaguers drove home POST TOP OR PUMP 
along the narrow and slippery ridge REFLECTORS 











roads 








LIGHTING UNITS eres 
for SERVICE STATIONS CORRECT 


| 

| 

1 TYPES 
service station lighting. Each | FOR 
type of unit is substantially con- | 
structed, practical in design, | 62 
| 
| 
| 
| 
| 


| 

CHICAGO—The Fall Salute to Elec | 

| 

| 

| 

| 

| 

| II : 
highly effective in_ illumination 

gnly SERVICE | 

| 

| 

| 

| 

- 


trical Living is making great progress 
according to the Electric Association @ Here is the complete line for 
of Chicago, and the association believes 
it is going to be one of the most promis 
ing activities it has ever undertaken 


For the best window display set up 


by the participating dealers, the asso 


value, and good appearing. Send 

for our catalog—see modern STATION 
engineered designs that will bot LAYOUT 
build your sales and assure cus- o 

ANGLE REFLECTORS tomer satisfaction. a 

pany under the direction of R. O. John FOR SIGNS 


ciation is offering two grand prizes of 


$100 each, two second prize rf $50 





5 ( 
each and three third prizes of $25 each 
The Commonwealth Edison Com 


son holds classes on window displays. 


The above awards will be duplicated A N a: M ‘ G 
by this company to those winners of . 


the association’s awards who partici- 


pated in the window display classes 3 a. *. PE 8) ae See C H | C A G ) 


The annual award for “Outstandine 
Community Effort to Promote Tele- 
vision,’ was presented to Chicago's 
Klectric Association by the American 
Television Society at a recent meeting 


in New York City 


President Van Cleef, at the sugges 
tion of the Board of Directors, ap- 
pointed members of the Electric <As- 





sociation to serve on a committee to 
study the possibilities of a series of 


industry-wide sales promotions deal- | With The World’s Most Complete Line of Intercommunication 


ing with specific appliances 


Talk-A-Phone, the most advanced type of intercommunica- 
tion on the market today, provides a perfection-engineered 
unit for every requirement. Enables you to make a clean 

> ' ‘ sales sweep of the rich intercommunication market in your 
CLEVELAND Sales of portable territory. ‘Offices, stores, factories, hospitals, schools, res- 
taurants, garages, all kinds of business and industry, are 
Cleveland area, according to the Elec now aware of the need of intercommunication .. . and all 
can be sold intercommunication that fully meets every need. 


lamps and electric blankets in the 


trical League of Cleveland, are expected 





to spurt during October and November | Talk-A-Phone comes to you a complete package . . . ready 
as the League's fall promotional activi to install and easy to install. Nationally advertised. Sold 
ties get under wav exclusively through jobbers. 
; conparative aucetumn be reuilecs Popular prices. Liberal profits. 

' > | For complete details clip and 

wholesalers, manufacturers and the | pin this advertisement to your 
League, employing radio, window dis letterhead or write for Talk-A- 
plays, advertising, and contests, will Phone catalog No. 50. Make 
set Winnie of Ctncsiaihien shen more sales, easier. Make more 





; money, faster. 
the benefits of sight-saving lamps and 


electric blankets 


siesta ati: ein o TALK-A-PHONE CO. 


chine survey of the Cleveland area, re 


1512 S. PULASKI ROAD CHICAGO 23, ILL. 





ently completed by the League staft | 
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| members working in the field, reveal 
that better than 8 of every 10 home 
in the Cleveland -area own cloth: 

| washers, but 1 of every 3 washers 


32 WATT 
Circline 
( veiling 
Fixture 


over 10 years old and therefore pro! 
ably ready for replacement, either no 
or in the near future. In this surve 
3,167 homemakers were interviewed 


, KANSAS CITY—Harry F. Bennett 
Streamlined white no | executive manager of the Electric A 


enamel reflecting surface, with satin finished dome. sociation of Kansas City, reports that 





the organization has planned a heavy 
MODEL 32C. 110-125 VOLTS, 60 CYCLES, AC ONLY. schedule of activities for the remaind 
DIA. 13%”, Height 4”. 


of the year. 
One such activity now in progre 


Complete with 32-watt G.E. circline fluorescent lamp, ready to hang over out- 
let box. Mounting equipment supplied is sufficient for most installations. 
Easy to keep clean, Shadowless Light. Immediate Delivery. 


OTHER SALEM PRODUCTS 


is a course sponsored by the Electric 
Maintenance Engineers’ division on tl 
subject, “Principles of Electrical Eng: 


neering.” Joseph H. Edwards of Sy! 


STRIP—14, 15, 20, 30 and 40 watts. Low and high power factor. Can supply | vania Electric Products. Inc.. is. th 
deep reflector. WALL BRACKETS 6, 8, 14, 15 and 20 watts. Chrome or lecturer, and Louis M. Romey of tl 
white enamel, with or without off-and-on switch, outlet, deflector. BED pee area , . 

LAMPS—14 watts, assorted colors. DESK LAMPS--15 watts, single or dual. | engineers organization 1s supervising 


TEXTILE INSPECTION UNITS. instruction. 


Salem Manufacturing Company |), * « sce rxstar tncteon mes 


ing members heard the MHonorabl 








Tel. 0446 4 Jefferson Avenue, SALEM, Massachusetts Albert L. Reeves, Jr., U. S. representa 
MAKERS OF FLUORESCENT AND INCANDESCENT LIGHTING FIXTURES AND WIRING DEVICES tive from the Fifth Missouri Congres 





sional District, present “Highlights ot 
the Fightieth Congress.” 



























SAVE CONDUIT, COPPER 


AND LINE LOSSES LOS ANGELES — Dr. Matthew 
ACHIEVE CLEAN-LOOKING Luckiesh, General Electric Co., lamp 
INSTALLATIONS department, head of research and engi 


ith CHICAGO | neering, recently addressed a special 
= meeting of the Southern California 


Power Crcut Section Illuminating Society at the 


Edison auditorium. He presented his 


TRANSFORMERS fea 


Convention paper, ‘Footcandle 
Eliminate unnecessary runs of 115-volt Levels — Thresholds Recommended, 
wiring to machine tools, welders, and Optimum, and Ideal.” 
other production equipment. Install 
these versatile transformers on the same 
220 or 440-volt power line used for ma- 
chine operation, and supply lighting and 
other 115-volt requirements up to 250 
VA (continuous duty) with economy. 
@ Simple, convenient to mount—will fit on 
any FD or FS-type conduit box. ' ; ical 
. MILWAUKEE The Electrica 
@ Secondaries fused for overload protec- . : j 
ps % fer coemear protn League of Milwaukee and the Milwau 


kee chapter of the Illuminating Engi 
@ High quality core and coil construction - 


for long and dependable operating life. neering Society recently launched their 
© Durable cadmium plated finish on shields combined fall and winter program with 
and cover, Harold H. Green, director of sales pro 


Write for prices and further details. motion, G E to. § le veland, pre sent 


; . ing the story of Planned Lighting. 
as oe Vo <5 The subject covered Planned Light 
a ALA TRANSFORMER i) ° ing for offices, stores, schools and in 

3 iG ec dustrial plants with a stage presenta 
ey 


“a . tion - s - : : ~ 
Division of Essex Wire Corporatio - tion of a wide variety of light source; 






3501 ADDISON STREET * CHICAGO 18. ILLINOIS and lighting equipment. The meeting 
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ile 


Nie 


lis 


le 








is held in the Public Service audi 
rium at 8:00 P. M. 

H. L. Ashworth, secretary manage 

the Wisconsin Radio Refrigeration 
& Appliance Association of Milwaukee, 
ports that Station WTMJ has an- 
suunced that it will inaugurate Tele 
sion in Milwaukee on December 1. 


NEW ORLEANS J. R. Guidroz 
secretary of the Electrical Association 
of New Orleans, reports that the Illu 
minating Engineering Society recently 
held its annual meeting at the Roose 
velt Hotel with the New Orleans 
Chapter as host. This Chapter was 
founded in 1939 and now has a mem 
bership of 71. 

Practical aspects of lighting appli- 
cations were covered on the first day 
and the technical sessions were form- 
ally opened on the second day with an 
address by the Mayor of New Orleans 
The Local Committees arranged an 
extensive entertainment program for 
the ladies and “time out” was _ pro- 
vided for the men by a golf tourna- 


ent 


\ planned hghting program for 
stores, first of five major projects in 
the Planned Lighting Program offered 
to the electrical industry by the Edison 
Electric Institute, is now being actively 
pushed in New Orleans, according to 
the association. Four other campaigns 
on residential, industrial, school and 
office lighting will be initiated within 


the near future. 


NEW YORK CITY—Ralph Neumul- 
ler, executive vice president of the 
Electrical and Gas Association of New 
York, tells us that the association’s 
program of current activities promises 
to be of considerable value to whole- 
salers and he referred particularly to 
the commodity meetings for dealers. 

“What we do,” Mr. Neumuller said, 
‘is to bring together our wholesalers 
and decide upon a commodity in ade- 
quate supply and then arrange to have 
the wholesalers who handle it, cooper- 
atively put on a bang-up meeting to 
describe not only that or those appli- 
ances thoroughly, but to rejuvenate 
tried and tested sales methods for its 
sale. 

“We have held two such meetings— 
one on FM radio and the other on vac- 
uum ¢@leaners. They were both highly 
successful.” 
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Perfect-Line Door Switches 


AN IDEAL SWITCH FOR CLOSET, PANTRY, 
DARK ROOM AND REFRIGERATOR LIGHTS. 
Furnished Complete—Ready for Installation. Consists of Metal 


Box with '/.'' Knockouts in Both Ends and Back, Cover, Necessary 
Screws, Striking Plate and Switch. U-L Approved. 


Cat. No. Description Carton Std., Pkg. Wt. Std. Pkg. List 
DON 415 “On” When Door Is Open 10 50 25 Lbs. $1.90 
DF 415 ‘Off’ When Door Is Open 10 50 25 Lbs. $1.90 
SWITCH HAS WIRE LEADS “2 ore irk ter oe 
BOX: OUTSIDE DIMENSIONS: it 1! EEP 
COVER: I” x 4”. 


Weatherproof Flush Switch 


DESIGNED FOR OUTDOOR RESIDENTIAL 
AND INDUSTRIAL INSTALLATIONS AND FOR 
INTERIOR USE WHERE EXCESSIVE MOISTURE 

1S PRESENT 


PACKING: Boxed Individually: Standard Packing as Shown: All 
Mounting Screws and Weatherproof Gasket Included. 


MATERIAL: .040"' Brass, Aluminum Finish. 





Switch Rating 








Cat No. Description 125V 250V Std. Pkg. Wt. Std. Pkg. 
sw-l Single Pole Switch 10 5 25 20 Lbs. 
SW-2 Double Pole Switch 10 10 10 8 Lbs. 
SW -3 3-Way Switch 10 5 10 8 Lbs. 
SW-4 4-Way Switch 5 2 5 5 Lbs. 


Available for immediate delivery to Elec. Wholesalers 


PERFECT-LINE MFG. CORP. 


Hicksville, L. 1., New York 











Sensocanvs || Use SPREADERS 
for Rigid 


WANTED Outdoor Wiring 


We desire topnotch representatives 
for our commercial line of fluorescent 
fixtures in several territories. Knowl- 





edge of lighting essential. Our fix- 
tures are sold only through accredited 2 wire pigtail circuit for pigtail outlets 
electrical wholesalers. ——, ae 


MORRIS KURTZON, INC. 
4218 Lincoln Ave. 
Chicago 18, Illinois 





302 


2 wire circuit to be used with weatherproof socket 











SPECIAL—PRICED TO MOVE 
LEAD COVERED 


CABLE 


NEW—ON ORIGINAL REELS 
STANDARD CONSTRUCTION 
No. 2 Stranded 3 Conductor -:- Type RL, 600 Volts 


270 Rolls—Approx. 500 ft. ea. 
6 Rolls—Approx. 1500 ft. ea. 





Priced to aa 803 
F.0.B. K. 46°. 3 wire circuit to be used with weatherproof socket 
Quantity Discounts Dolco Spreaders make outdoor wiring most 


rigid. Made of special Sillicon Aluminum 


| h durabl d will t + 
IMMEDIATE DELIVERY Sold ‘through wholesalers only. Write for full 
Write, wire or phone information. 
MANUFACTURING 
BROWN-STRAUSS corRP.| | DOLC COMPANY 
Box 78 Phone HA. 1000 Cherry & Curry Sts. 
Kansas City 10, Mo. North Long Beach 5, Calif. 
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Two-in-One 


ry ee 





for Special 





Promotions 


Sun Lamp 


(for Ultra Violet Bulb) 


€) Heat Lamp 


(for Infra-red Bulb) 


Furnished 
without 
Bulbs 
















Put new life into your Lamp 


Bulb Department with 
this attractive 2-purpose 
lamp stand. 


Many exclusive fea- 
tures, including patent- 
ed INSTANT AD- 
JUSTMENT to any 
desired height... slide 
fitting, no screws or 
thumb nuts. 


Shade, 854” diam., 


5” deep. Heavy base, 
1014" diam. Black 


ripple finish with 





OMAHA 


ence and 


Che Second Annual Confer 
Exhibit of the Ne 


braska-Iowa Electrical Council had an 


Trade 


array of nationally known _ speakers 
address the conference. The theme was 
“The Job Ahead.” 
Sanquet Speaker, Geo. F. Taube 
neck, editor, Air Conditioning and Re- 
frigeration News in his talk, “*There’s 


a Fortune in Your Future,” 


of the 


presented 


some sales “know-how” needed 


with the return of competitive selling 


Charles H 


Goddard, ‘general manager, 


Sylvania Electric Products, Inc., speke 
on the subject, “The Great Light 
Way.’ Mr. Goddard, active in light 


ing circles, told of the far-reaching 


advances in illumination new 
light sources . and how to plan a 


make the 


i 
installation to most of versa 
tile light 

William J. Neal, deputy administra 
tor, REA, Washington, D. C., frankly 
presented the potential 
that les ahead for the industry in the 
electrification of our farms. N. J. Mac 
Donald, vice president, The Thomas & 
Betts Co., spoke on the subject “Ele« 
trical Interdependence \ 


tremendous 


Fact and an 
MacDonald has as- 
sumed active national leadership in the 
“Electrical 


Opportunity.” M1 
Interdependence” program 

an industry-wide 
mote the 


movement to pro 


increased use of electricity 


for all purposes 


PHILADELPHIA Che 
Philadelphia 
public the 


Electrical 


Association ot re¢ ently 


opened to the Electric 


Kitchen and Laundry Planning Center, 


occupying the first oor display area of 


the Edison Building, Ninth and Sam 


son Streets 


Scheduled to run for at least four 


teen months, the project represents a 


comprehensive consumer promotion, 








chrome trim. 


DISPLAY AND 
CIRCULARS 
FURNISHED 





FARIES 


Manufacturing Company 


Since 1880 


DECATUR ILLINOIS 








Priced for volume selling 
IMMEDIATE DELIVERY 





\” AVAILABLE 


ffi | 


THRU ELECTRICAL 
WHOLESALERS 


Electric Wiring Parts, 
including Portable 
Guards, Rubber Sock 
ets, Plugs Extensions, 
Lamp Guards, Vapor 
proof Portables, In 
spection Lights, etc 


Manufactured by 


THE ERICSON Mrc. co. 


CLEVELAND 3, OHIO 











ELECTRICAI 


| 
| 


| 
| 


| domestic 








TRADE MARK REG. 


RUST 
PREVENTER 


For Automatic 
Water Heaters, 
Range Boilers, 
And All Types 


Of Hot Water 
Storage Tanks 


“Elno” prevents rusty water in 
and industrial water heat- 
ing systems. It is a pure and simple 
rust preventer. It extends the life of 
galvanized storage tanks, especially 
where corrosive water conditions 
exist. 

“Elno” is made to fit all makes of 
Automatic Water Heaters, Range 
Boilers, and Large Volume Hot Wat- 


er Storage Tanks. 


“Elno” is easy to install. Remove 


the hot water fitting and replace it 


with the “Elno” 
no” is equipped 
fitting. 


rod—that’s all. “El- 
with a hot water 


“Elno” enables you to sell Clean, 
Rust-free Hot Water Service. “Elno” 
gives you another talking point, an 


added selling feature. 


' 


There is an “Elno” made to fit the 
water heater you sell. 


Write for prices. 


If you want to read the 


Story of Corrosion, its 
Causes and _ Prevention, 
write for Facts Bulletin, 
No. 102. 


The Cleveland Heater Co. 
“ElIno” Division 
2310 Superior Avenue 
Cleveland 14, Ohio 
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eaturing elaborate exhibits of electric 


ippliances, including five complete 
itchens, a laundry equipment center, 
number of basic kitchen equipment 
enters, and wiring and lighting dis 


lays 


SALT LAKE CITY—tThe First An- 
i1ual Intermountain Electrical Associa 
tion Conference was held at Hotel Ben 
Lomond, Ogden, Utah, October 31. 

Among the speakers who addressed 
the conference were: John Longden, 
branch manager, WESCO and presi- 
lent of the association; Geo. M. Gads- 
by, president and = general 
Utah Power & Light Co.; and Geo. 


manager, 
Tenney, editor “Electrical Hest.” Some 
of the subjects covered by these and 
other speakers were: The electrical in- 
dustry market outlook, the rural mar- 
ket, advice regarding customer rela- 
tiens, adequate wiring, and financing 
Regulation “W” ts 


abolished or revised. 


retail sales after 


Carlos W 


pointed 


Stone was recently ap- 
manager of the association, 
succeeding Arthur J. Reynolds who re- 
signed to join the WESCO branch at 
Salt Lake City 


WASHINGTON, D. C.—The Electric 
Institute of Washington recently held 
an electrical industry business meeting 
at which Louis B. Goodenough, editor, 
Home 


speech entitled 


Furnishings, in his 
1947” 


told what can be expected from the 


Retailing 
“Headlines of 


present buyers attitude from the 


present prices and profits from the 


anticipated long-term financing and 








For 
Lock Nuts 
Bushings 
Connectors 
Outlet Boxes 


Write for price list. 


GENERAL ENGINEERING 
& DESIGN CO. 
439 E. Fort Street 
Detroit 26, Michigan 
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XMAS WRAPPED 


PROMPT DELIVERY FOR 
XMAS SALES 


Write for prices and complete 
information TODAY 


OS Re Ee Se Ee Be Se RR Se RB 


THE LIFETIME 
HANDLE 


DOUGLAS 
Aluminum 
Compass Saw 
Handles al- 
low easy ac- 
cess to hard- 
to-reach 
places. TWO 
convenient 
wing nuts permit quick rever- 
sal of the blade. and hold it 
perfectly rigid. Handle is 
made in one piece. 


DOUGLAS BLADES 
LAST LONGER 


DOUGLAS Compass Saw 
Blades are made _ from 
highest grade spring steel. 
The teeth alternate from 
one side to the other; each 
tooth double sharpened. 





Pat. Pending 


Send for Price Sheets 


DOUGLAS CO. 


P. O. Box 1864 Charlotte, N. C. 


<at WORLD'S FINES, 


DOUGLAS 
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STOCKING ...LENK GIFT PACKAGES 


BOTH PACKAGES ATTRACTIVELY 








THE LENK WORKSHOP SOLDERING KIT 


just the thing for amateur elec- 
tricians and household mechanics. Here’s 
what you get—a Lenk Long-Life 
Soldering Iron with utility tip, a Lenk 
Self-Priming Blo-Torch, Lenk Acid 
Core and Rosin Core Solder, plus special 
formula Super-Aluminum Solder for 
home-craft metals. A special Instruction 
Book tells how to do it. 


THE LENK GUN-GRIP SOLDERING IRON 


- a real ‘‘eye-catcher” and ‘‘buy- 
catcher”... this handsomely chromed, 
Gun-Grip electric soldering iron is the 
ideal gift for mechanically minded 
males. Special features include four in- 
terchangeable tips, built-in safety rest 


and plastic ‘‘Always-Kool”’ grip. 








Dept. H 






xk 
MFG. COMPANY 


30-38 CUMMINGTON STREET 
BOSTON15, MASS. 


Manufacturers of Soldering Equipment Since 1919 


THE 


a 


> 


Se Re se SE 


> oa) 


~ 





| COLONIAL 
POST LANTERNS 


More Popular Than Ever 


With Home Owners Today 


Model +4 
Shown below 





Model +3 
shown above 


HESE handsome copper Colonial 
Post Lanterns have a distinguished 
design that home owners like. 
Model +3, Closed (Copper) Top, 
191/2"" high, 10° wide, 3" post base. 
Model #4, Open (Glass) Top, 20" 
high, 9'' wide, 3" post base. Natural or 
black finish. Also available in larger 
size. 
Complete with glass, socket, and chim- 
ney, wired and ready for installation. 


Order holiday stock now. Models shown, 
$8 each, F.O.B. Boston. Black finish, 
add $1. 


New England Stamping 
Works 


97 Haverhill St. Boston, Mass. 
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SPERO 


DEPENDABLE 
ELECTRICAL PRODUCTS 


Spero offers you the convenience of 5 
complete lines of electrical products 
from one reliable source. 





@ VAPOR PROOF UNITS 


Pendant or bracket types, 
for 3” and 4” outlet box 
or “x” Type mounting. 
With or without wire 
guard and reflector. 50 to 
300 W. 





@ FLOODLIGHTS 







Spero No. 
55 & 6S, 


Finishes in 
“Duralum”— 
sizes for lamps 
from 150 to 
1500 W. Open 
types or out- 
door weather- 
proof type 
with prismatic lens, 
Also yard lights. 


150 to 
sooWw. 


© REFLECTORS 


Shallow and dome- 
type, one-piece 
seamiess Construc- 
tion, keyless or 
with pull chain. 
For 25 to 750 W 


lamps. Dome type for 60 


to 200 W lamps. 


@ MATERIALS FOR 
ELECTRICAL CONSTRUCTION 
Die-Cast Sockets with approved porce- 
lains are just one of the items we manu- 
facture foruse in electrical construction. 


Vertical or 
90° angle 
mounting. 





@ FLUORESCENT FIXTURES 


SPERO also manufactures more than 
30 types and sizes of fluorescent units. 


Spero products are distributed only 
through recognized wholesalers. 
Write for Bulletin No. 10. 


THE SPERO ELECTRIC 


CORPORATION 
18222 Lanken Ave., Cleveland 19, 0. 
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outlined the probable effect on the elec- 
trical industry 

Frances Armin, director, Consumer 
Education, National Adequate Wiring 
Bureau, N. Y.., 
“Circuit 


spoke on the subject, 
Threat to 
Protitable Appliance Retailing.” In her 
Miss 


teresting analysis of the adequate wir- 


Saturation—A 


speech, Armin presented an = in- 
ing problem as it is still facing the 
electrical industry today 


YOUNGSTOWN, O.—The Electrical 


Maintenance Engineers’ Association, 
cooperating with the Electrical League 
of Eastern Ohio, Youngstown, in the 
intelligent development and application 
of electrical equipment recently ar- 
ranged an inspection tour of the Dem- 
ing Company's plant, Salem, Ohio. 

In this plant the visitors had the 


opportunity to inspect pumps of. all 
kinds—for all purposes and saw the 
various stages in the manufacture ot 
pumps for agriculture, factories, mines 
and quarries, towns and villages, the 


marine and aviation industry, etc 

















SHOP~ LIGHTS 


80 types available in price ranges 
from .75 cents up. All parts in 
stock. 


Complete line of “AMERICAN” 
incandescent lamps, our own prod- 
uct at best factory discounts. 


Send for complete information. 


THE SAVE LAMP COMPANY 


Baltimore, 11-P, Maryland 











FLUX 


for 
SODERING 
BRAZING 

LDING 


L. B. ALLEN CO., INC. 


6701 Bryn Mawr Ave. 
Chicago 31, U.S.A. 
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IRONS 


that are sturdily built 
for the hard service of 
industrial usage. Have 
plug type tips and are 
constructed on the unit 
system, with each vital 

part, such as heating ele- 
ment, easily removable and 
replaceable. In 5 sizes, and 
from 50 watts to 550 watts. 


Bi ltitasterit 





TEMPERATURE REGULATING STAND 


This is a thermostatically con- 
trolled device for the regulation 
of the temperature of an electric 
soldering iron. When placed on 
and connected to this stand, iron 
may be maintained at working 
temperature, or through 
an adjustment on bot- 
tom of stand, at 
low or warm 
temperature. 









For further information, write 











AMERICAN ELECTRICAL 
HEATER COMPANY 


DETROIT 2, MICHIGAN 
established 1894 























November, 1947 








en eo 
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His prospect was continually having 
fuses blow and shut off his power. The 
manufacturer's loss from idled men and 
machines was terrific. 


Jim explained how Pierce Fuses never 
blow unnecessarily at low overloads, 
because they have Balanced Lag — 
more lag where it’s needed. 


“Put Pierce Fuses in your circuit, and 
you'll see an end to your problem”, Jim 
told him. He followed this suggestion. 
Next time Jim called, he was all smiles. 
Pierce Fuses had maintained produc- 
tion. 


The Pierce Line sure backs a salesman 
up with performance. 


The Pierce Balanced Lag Link working 
in a fuse air-cooled by “Screen Ventila- 
tion” not only stops unnecessary blow- 
ing, but never fails to blow when there 
is danger from shorts or grounds. It’s 
stronger by far, due to the Pierce 
Tubular-Bridge principle and rugged 
construction throughout. 


Write for further information. 





MORE FACTS 


ON PRODUCTS 





Pactericidal Lamps—.A six-page book 
let, Y-746, describes the varied appli 
cations of bactericidal lamps in farm 
buildings with actual bactericidal in 
stallation photographs. Another book 
let, Y-727, entitled “Sanitation on the 
Farm” gives up-to-the-minute explana 
tions of proper methods of installation 
and use of bactericidal lamps in poultry 
and livestock buildings. (General Elec 
tric Co., Nela Park, Cleveland 12, Ohio 
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Communications Equipment—An_ & 
page booklet, complete with pictures, 
describes the type JY power line car- 
rier communications equipment includ 
ing the two-frequency duplex, manual 
simplex, and automatic simplex trans- 
mitter-receiver assemblies and_ their 
component parts. Westinghouse Elec 
tric Corp., P. O. Box 868, Pittsburgh 
3, Pa 


When writing ELECTRICAL WHOLESALING 


Electrical Fittings—An attractive loose 
leaf bulletin, No. 48, contains specifica 
tions on conduit fittings, EMT fittings, 
box connectors, entrance fittings, serv 
ice entrance cable fittings, ground tit 
tings, and others manufactured by 
Gedney Electric Co., RKO Building, 
Radio City, New York 20, N. Y 


whee writing ELECTRICAL WHOLESALING 


mention 


Industrial Electronic Equipment—Cata 
log No. 847 includes illustrations and 
descriptive data on the following in 
dustrial electronic equipment: Ampli 
fiers, light sources and photo-cell re 
ceivers, combustion supervisor, burglar 
alarm systems, announcers, electronic 
kits, and intercommunication equip- 
ment. Worner Company, Rankin, Illi 
nois 


when wri'es ELECTRICAL WHOLESALING 


Electrical Switches— Data Sheet No. 42 
describes and illustrates the LMR 5 
housing for industrial limit switch ap 
plication; and Data Sheet No. 44A de- 
scribes the Type “N2” die cast en 
closed switches Micro Switch, a 
division of First Industrial Corp., Free 
port, Illinois 
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Get behind this 
best-engineered tool that 


is setting new performance 


records in bending conduit. 


Hundreds of contractors have set new 
standards on all types of construction 
jobs, lowered their costs, gained valuable 
time with this great conduit bender . .. for 
a Tal machine bends cold, bends true, 
bends conduit to any radius up to90® in 
one single, uninterrupted operation. There 
is no need to waste time by replacing the 
conduit three to six times. 

With industrial and commercial con- 
struction just getting under way, with res- 
idential work only now building up a 
full load of steam, Tal offers you a money- 
making sales opportunity to build good- 
will among your 
contractor customers 
by demonstrating to 
them a quick, easy 
way to pull down 
costs and make in- 
stallations go easier 
and faster. Write 
today for complete 
information. 



















Electrical Div., EW-11 


Milwaukee 2, Wis. 
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Electrical Tool—Illustrations, showing . js 
the various applications of Size 4U ) '}y/ 
electric impact tool, are contained in a ) , 
4-page folder published by Ingersoll- J } h 
Rand, 11 Broadway, New York 4, N. Y. 


| ELECTRIC 
scaeaia lela ean “ON” AND “OFF” 
ectrica irin evices—. o-page 
catalog on peas Fae wiring deta. REGULARLY 
lamps and specialties, includes stand- 


ard products and a few new items AND AUTOMATICALLY 
manufactured by Eagle Electric Mfg ° 


Co., 23-10 Bridge Plaza South, Long 
l l 








Island City 1, N 
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For all types of electrical switching and time control; stand- 
Fluorescent Lighting Che revised edi ard 24-hour models available for 110 or 220 velts, 60¢. A.C. 





Additional features sack as Astronomic Dial, Weekly Calendar 
Wheel, additional ‘OM’ and ‘OFF’ operating arms, Selectors, 
Time Delay circuits, and other feateres are available te meet 
your requirements. Prices from $13.00 list and up. We will 


tion of the “Fluorescent Lighting Man 
ual’”’ by General Electric’s Charles | 
\mick includes the chapters on the 








fluorescent lamp, auxiliary equipment, be pleased to recommend the Tork Clock best suited te your 
operating characteristics, installation seeds. 

hints, service suggestions, luminair 

selection, lighting design, color quality, 


; applications, and lighting economics 
This handsomely printed and General Electric's Lamp Department, SHOW WINDOWS 


Nela Park, Cleveland, Ohio. List price 
entertainingly written history $4.00, published by McGraw-Hill Pub 


of the fuse, fully illustrated; ‘lishing Co., Inc., New York SIGNS AND POSTERS 
HEATING CONTROL 
obligation of any kind, while AIR CONDITIONING 

the edition lasts — and it is POULTRY HOUSE LIGHTS 
et oe | Cuan | ae 
FREEZER UNIT ALARMS 
STREET LIGHTING 
APPLIANCE CONTROL 


the only book on the subject 


When writing ELECTRICAL WHOLESALING 





in print! Sent to you, without mention 


newable fuse : 





Beautify Fixtures 





And Increase 
Bulb Sales 











ASTRONOMIC DIAL “on” ane ~orF 
operating arms are adjusted daily te sun 
time automotically. Follows changing 
seasons with uncanny accuracy, requiring 
no attention after being set when in- 
stalled. Price —only $12.00 extra with 
any Stondord 24-hr. Model Tork Switch. 
Write for complete bulletin on Astronomic 
Dials and other Tork Products 


(Jime-delay 





The full, sparkling beauty 


of candelabra, crystal and | Ve wa" 
polished fixtures is effec- oR 
tively brought out by the 


LOOK TO 
SHAWMUT FOR 
LEADERSHIP 


Candylbeme Lamps. Light- 
ed or unlighted, they add 
charming realism to ali 
candle type fixtures. In- 






Y) ssarery SET’ 
COMMERCIAL 
well as your bulb sales by 


teaturing Condylbeme ~ WALL CLOCK 


Lamps 


crease your fixture sales as 


THE CHASE -SHAWMUT COMPANY 
NEWBURYPORT, MASSACHUSETTS 


Please send me THE FUSE, ITS STORY 


We standing on chairs; electresetting mechanism allows clock 
and details on your new 


Hilustrated bulletins with de 


tails and prices sent upon re te be re-set easily from the floor. Reflectioniess 14” dial; 
quest spun aluminum case, white, maroon and polished slemiaun. 
Self-starting, 110. velts, 60 cycle A.C 


T-D renewable fuse 


Nationally Advertised 


"Stacie Lamp Co. TORK CLOCK C0. 


1034 Tyler St., St. Louis 6, Mo. MOUNT VERNCN 





158 ELECTRICAL WHOLESALING—November, 1947 

















ELECTRO” 
PLUG FUSE 


Finest plug fuse 
made—with the 


boxes of 5 fuses; 
also Display 
Boxes of 50 sin- 





LISTED BY 


UNDERWRITERS’ LABORATORIES, INC. | ment; resistance and insulation testing 
| equipment; materials testing equip £ f, Vf. / 
| ment, etc. General Electric Co., Sche- f a1y de: _ 


CORD SETS 


Blue U.L. Doughnut Label cord set line 


now ready! 


WIRE 


Types AF, CF, Plastic Thermostat and Type 
POT, TF, TFF wire. 


Samples sent promptly 





Nationwide Sales 
Representation 














JOHN R. ALLEN 








Ground Connectors—A 32-page cata 
log, No. G47 presents the full line of 
Burndy grounding devices used wher 
ever ground systems are used. Burndy 
Engineering Co., New York City 54 


When writing 
mention 


ELECTRICAL WHOLESALING 





Electric Heater The combination 
radiant and fan-type heater is pictured 
and described in detail in a colorful 4 
page bulletin, No. X5838. Included are 
specifications, construction features, 





Magnetic equipment; force strain and 
thickness gages; color, light and spec 
tro equipment; chemical analysis equip 


nectady 5, N 


When writing 
mention 


ELECTRICAL WHOLESALING 








THIS AND THAT 


Electronic Aptitude Tester 
A toolpr« of electric eye device has been 
developed for aptitude tests of sewing 
machine operators in the garment-work 


ing field 


yeyty | and suggestions tor uses Emerson 

. 6, 8 10, 15, ee coge : ae 
20, 25, and 30 || Electric Mfg. Co., St. Louis 21, Mo 
Amps. In Dis- |} 

play Cartons ae 

containing 20 When writing ELECTRICAL WHOLESALING #& 


Easy —Gaast— Neat 


SOLDERLESS 


WIRE CONNECTIONS 
with SOLAR 





gle fuses. Re- Testing and Measuring Equipment MR. SCRU-IT 

quest catalog A 44-page catalog containes illustra (Trade Mark Reg.) 

moots tions and descriptive data. on testing Solar SCRU-ITS are used for permanent wire con- 
and measuring equipment such as nections or ‘roughing-in’’ without tape, solder, flame 


or tools. They form mechanically and electrically effi- 
cient joints and are easily removed when required. 
Speed up work, make wiring easier and better—with 
economical SCRU-IT Wire Connectors. 


ied STRIP ENDS! 
= se 
ED screw it 


THAT'S IT 


FOUR SIZES FOR JOINING SOLID 
and/or STRANDED WIRES 
101 USES: 


@ Fixtures 
® Conduit Boxes 
®@ Fuse Boxes 












HERE ARE 
A FEW 


@ Lighting Devices 
® Radio Equipment 
@ Transformers 


@ Motor Connections © Circuit Breakers 










408 S. Spring St., Los Angeles, Calif ®@ Light Switch Boxes ®@ Switch Controls 
0 8. La = wg 4 ant . ‘ : Underwriters Laboratories Inc. Approved 
' ie Triple-Duty Corn Popper 
2494 University Ave., St. Paul, Minn A new aluminum electric popcorn pop Write Gar ‘aie 
ne 2S. a - | per can serve also as a hot plate or as 5 
JOSEPH FREEDMAN container for the preparation of soups . AMPLES 
6000 Baltimore Ave., Philadelphia, Pa 
SAMUEL HECKER ane mews and 
2146 Wightman St., Pittsburgh, Pa F 
2342 “Ole Ste Ste Louie, Mo | _ For Grilled Food Lovers SPECIFICATIONS 
HOWARD D. NUGENT Portable electric griddles with three 
geeae. se see . . 7 see 
ta ‘ po Ah ag ts | heat controls, 450, 750 and 1,200 watts, : eececcccccceccescce ee 
° . | . + a e ® 
523 W. Roosevelt Rd., Chicago, III are available, designed to handle a variety s SEND DATA SHEET No. B-11 TO: : 
CHARLES D. WHITE CO of toads : : 
989 Atlantic Ave Boston, Mass s Name : 
7: 
’ ’ ve . o 
Changeable Neon Signs 5 Company : 
Call any of the above || g ges ag : 
di f e k - | Electric neon signs with letters that ® Street : 
| . 
irect or quic service | can be changed as often as a new message 4 Cit < 
| ; . y Siate . 
is desired are available Magnets keep : Cie dtilliaieis : 
Coy. the letters in position . : 
sa Z 
e | 
New Tiny Tim Radio Set 
= we . im SOLAR ELECTRIC CORPORATION 
\ newcomer in the battery radio teld | 
‘ - FACTORY and SALES OFFICES 
ig L & Cc T R ] Cc Cc oO is small enough to fit into the palm of a | 
. WARREN PENNSYLVANIA 
hand, has a 100-mile reception range, fuil | 


40 River St. Pawtucket, R. I. 








hand selection and dial tuning 
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DEPENDABLE 


Floodlighting 


WITH MINIMUM 
MAINTENANCE 


Piis-netional heavy duty flood- 
light equipment is built to withstand 
severe operating conditions; to provide 
the reliable lighting needed for protec- 
tion, and for outdoor night work. Pyle- 
National reflector design and light con- 
trol lenses assure high efficiency light- 
ing with proper distribution for maxi- 
mum usefulness. The wide range of 
types and sizes, from 100 watts to 2000 
watts, allows individual requirements 
to be met easily and economically— 
substantial weatherproof construction 
with sealed interior gives maximum 
protection to reflector and lamp bulbs. 
Interior cleaning and other mainte- 
nance is greatly reduced. Write for 
Catalog 2100 giving full information, 
with beam efficiency, candlepower, and 
light distribution data. 


1897 «© FIFTIETH ANNIVERSARY «+ 1947 


THE PYLE-NATIONAL COMPANY 


1352 N. Kostner Avenue, Chicago 51, Illinois 
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ADVERTISERS INDEX 


Acme Electric ong 
Adam Electric Co., Frank...... 
a ee eee 
All-Bright Elec. Prod. Co. 
ree OG ec ce cies 
All-Steel Equipment, Inc. ..... 
Aluminum Co. of America..... 
American Elec’! Heater Co. 

American Metalcraft Corp. .... 
Anaconda Wire & Cable Co. .... 
Appleton Electric Co. ......... 
Appleton Rubber Co., Ine. 


Arrow-Hart & Hegeman Elec. Co. 
B 
Benjamin Elec. Mfg. Co. ...... 


Briegel Method Tool Co. 
Brown-Strauss Corp. 
Bryant Electric Co. ........... 
BullDog Electric Prod., Ine. 

Burndy Eng. Co., Ine. 
Bussmann Mfg. Co. 


C 


Cannon’ Electric Development 

ae ye ae de ee a 
ES A er er ee 
Certified Ballast Mfrs. ........ 
Chase-Shawmut Co., The....... 
Chelsea Fan & Blower Co. ..... 
Chicago Transformer Corp. i 
Clark Controller Co., The...... 
Cleveland Heater Co. 
Conduit Pipe Products Co. ..... 
CE REG 6c we kicecemecnc 
Crescent Ins. Wire & Cable Co.. 
oe SY eee 
Curtis Lighting, Inc. 


D 
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When you help a customer solve 
a problem — you make a frien 


By carrying to your prospects and customers information 
about the products you sell that will help solve the problems that 
arise daily in every plant or business, you can render a service 
that will put you in “solid” with buyers. 


For example: Production men are often troubled by: 

Protective devices opening needlessly and causing unnecessary shut- 

downs—or by 

Motors burning up on single phasing or other electrical overloads 
or by P 

A transformer or solenoid burning up and causing operations to 

stop—or 

A larger motor must be installed and there is no place to put the 

larger size switch ordinarily needed—or 

Switches and panelboards are being destroyed by poor contact heat- 

ing—or 

Heating in panels and switches is causing fuses to open needlessly 
and soon. 


Telling men so troubled about Fusetrons can make for you 
a friend. You get an order, too, but what is more important from 
the long swing viewpoint, you help build up the idea that when 
other problems arise, you are the man to consult ... and what 
more can a salesman ask than to be so thought of by his 
customers. 


Don’t forget your “Assistant Salesman” 


When it comes to problems in electrical protection don’t forget 
that the BUSS Representative in your territory is ready and will- 
ing to pitch right in and work with you. 


Call on him whenever you feel that a little help would be useful 
to you in being of service to a customer or closing a fuse order. 


BUSSMANN MBG. CO., ST. LOUIS, MO., DIVISION McGRAW ELECTRIC CO. 


BUSS FUSETRO! 





